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"Our Slogan" 
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Foreword 



THIS catalogue has been specially compiled for the service of architects and 
home-owners who require the most perfect and up-to-date types of Baths, 
Lavatories, Toilets, Sinks, and Laundry Tubs, together with all necessary 
accessories and wall fixtures, at the most favorable prices, for new buildings or for 
alterations, but who do not require such complete and detailed lists and inform- 
ation as will be found in our complete General Catalogue. We have only 
presented a few typical examples and suggestions in this abridged catalogue, but 
we shall alway^ be happy to furnish further Illustrations, etc., on receipt of en- 
quiries. Those who write us regarding their requirements will receive a prompt 
reply, with all additional information needed, which will be given with the 
earnest desire to be really helpful in every case. 

OUR travellers will call and furnish illustrations, prices, roughing-in measure- 
ments, and all such details, on receipt of a letter or telephone enquiry, and 
we can give both architects and clients the assurance that we can supply 
any practical and current type of plumbing fixture for every kind of building, at 
the lowest competitive prices, to suit every degree of luxury, solidity, and simpli- 
city, together with efhciency and service. 

WE cordially invite architects and clients to visit our showrooms, in which 
we display a very comprehensive selection of plumbing fixtures In each 
category, and from the simplest types through the many grades up to the 
most luxurious, at prices to suit every class of installation, and every description of 
building. 

All Enquiries Will Receive Immediate Attention 
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THOMAS ROBERTSON & COMPANY. LIMITED 




TRADE CUSTOMS AND SALE CONDITIONS 



All Qyotations and List Prices are subject to change without notice. 

Designs of Articles are not guaranteed as to details, as modifications and 
improvements are made as found necessary. 

All Contracts are subject to Strikes, Accidents, or other causes beyond our 
control. 

We guarantee our goods only to the extent of replacing those showing defects 
of workmanship or material, when used for the purposes for which they 
are intended, and providing that we are immediately notified. No charges 
for labor or expenses to replace defective goods or occasioned by them, will 
be allowed. If any goods prove defective the measure of damages is the 
price of the defective goods only. 

No goods are to be returned without first obtaining our consent, and we require 
to know the date of our invoice. 

All goods are carefully checked and re-checked and packed by experienced men. 
Every care is taken to ensure against breakage or loss in transit. Therefore 
our responsibility ceases when goods are delivered to the Transportation Co. 
and we obtain their receipt therefor in the shape of a clean Bill of Lading. 
Transportation Companies are responsible for goods damaged, broken, or 
lost in transit, and all claims arising therefrom must be made by the 
purchaser against the Transportation Company. 

We use every effort to avoid mistakes. Should any occur we request our 
customers to report same promptly, and we will endeavor to adjust the 
matter speedily and satisfactorily. 



We Solicit Your Orders 
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THOMAS ROBERTSON & COMPANY, LIMITED 






THE abo\'e illustration represents a typical modern bathroom having 
a "Pembroke" tilccl-in corner bath with supply and drain fittings con- 
cealed, and fitted with shower and curtain; also pedestal lavatory and 
tiled-in Avall fixtures. 

Details of these and other comhifiations ivill he Jo mid oji the following pages. 



IIE^^ 



134 Craig Street, W. 



Montreal, Canada 








IL. 



Qi 



1 1^1 



< ^ 



^ 




r- 



v- 



■f 



. 



i- 



a 



Page 4 



■ A< 



k1 





THOMAS ROBERTSON & COMPANY, LIMITED 




"TTTTC 



MODERN BATHROOM No. 1 




[^ jKOHLERi 



MODERN BATHROOM No. 2 




Illustrations and prices of the above fixtures will be found on following pages 
Quotations for complete bathroom equipment furnished on application. 
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MODERN 
BATHROOM 

No. 3 



Illustrating "TIBER" enamel- 
led cast-iron bath 5' 0" overall, 

with nickel-plated faucets, 
supply pipes, combination 
drain and overflow. . . . $78.30 

Corner lavatory 19" sides, 
S" back, 4^" apron, nickel- 
plated faucets and supplies, 
drain and trap S45.00 

Closet f i X t LI r e with 
"\'ICTOR" syphonic bowl in 
■s'itreous china ware, oak seat 
and cover, lowdown oak tank. 
N-P. fittings and supply pipe. 
$46.00 

For price.s of Wall Fixtures 
See pages 204-227 



.^Tin*^ 






MODERN BATHROOM 

No. 4 

Illustrating "INDUS" enamelled cast-Iron 
bath 5' 0" overall, with nickel-plated faucets, 
supph' pipes, comhination drain and o\"erflow. 
S78.30 

Corner lavatory 19" sides, 8" back, nickel- 
plated faucets and supplies, drain and trap. 
S40.00 

Closet fixture with "RUSH" syphonic 
bowl in vitreous chinaware, oak seat and 
cover, high-up oak tank, N.P. flush pipe and 
fittings $47,00 

For prices 
of Wall Fixtures 
See pa^es 204-227 




Quotations for Alternative Arrangements on Application 
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Pembroke" Baths 

Made of Cast-Iron Enamelled 

All Over 



N the following pages are shown 
various types of these popular Baths, 
which are enamelled on all exposed 
surfaces, and built into the walls and 
floors, so that they are strictly clean 
and sanitary, and there are practically 



no places where dust, dirt and moisture can collect 



We illustrate these *TEMBROKE" Baths for 
right or left hand corner, and for recess, both with 
and without showers, to suit every type of in- 
stallation. 

These 'TEMBROKE'* Baths are without feet, 
resting directly on the floor, and are consequently 
a few inches lower than the usual type of bath on 
feet, say 17^2" high from floor to top of rim, mak- 
ing them very easy to enter, more especially for 
children. 

Another point to note is that there is quite a 
large wall surface behind these baths, so that con- 
siderable economy is effected in the cost of wall and 
floor tiling. 
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"Pembroke" Enamelled Iron Built-in 

Recess Bath 





- 1] 



Fig. Tl (showing right hand outlet) 

Enamelled all over, one-piece "Pembroke" bath for recess, right or left hand outlet, 
concealed hot and cold bath supply combination with J/^-inch compression stops, and lift 
drain; H-inch hot and cold compression stops to shower; china cross handles and escut- 
cheons; nickel-plated shower head with swivel ball joint. 

Width Overall, 30 Inches Height Above Floor, 17^ Inches 

Length 4' 6" 5' 0'' 5' 6" 6' 0" 

Bath and'f^ttings as specified $217.00 $190.00 $199.00 $304.00 

Bath:and;fittlngs less shower 192.00 165.00 174.00 

Prices for curtain rod with curtain will be found on page 46. 
Particulars of other types of fittings on pages 20-24. 
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''Pembroke" Enamelled Iron Built-in 

Corner Bath 
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Fig. F-2 {showing left hand outlet) 

Enamelled all over, one-piece "Pembroke" bath for right or left hand corner, concealed 
combination shower and bath fitting with hot and cold mixing valve, 3^" supplies, and 
hft drain, with china cross handles to shower and bath suppl3^ and china lever handles 
to mixing valve and to lift drain, Xlckel-plated shower head with swivel ball joint. 

Width Overall 30 Inches Height .\bove Floor 17}^ Inches 

Length 4' 6" 5' 0" 5'"6" 6' 0'' 

Bath and fittings as specified §250.00 218.00 227.00 340.00 

Prices for curtain rod -with curtain will he found on page 46 

Particulars of other types of fittings on pages 20-24 
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Enamelled Iron Built-in Bath with 

Free Ends 









Fig. F-3 

Enamelled all over cast Iron one-piece Bath, for building in at back cjnly, round cornered 
free ends. Outlet at ri^ht or left hanrl end; concealed combination shower anrl itath 
fitting with hot and cold mixing vaK'e. l/o' supphes, and lift drain, with china cross 
handles to shower and bath supplies, and china lever handle to mixing \al\'e; N.P shower 
head with ball joint. Width overall, 30 inches, height above floor I7I2 inches. 

Bath and fittings as specified — Length o\-erall 4' 6" 5' 0" S' 6" 6' 0" 

(not Including curtain rod, or curtain).. . . $323.00 $328.50 $342.00 $368.00 







Fig. F'4 

With concealed H" hot and cold compression 

valves and supply nozzle, lifr drain with overflow; 

china handles and escutcheons {not including 

handrail). 

Length overall 4' 6" 5' 0" 5' 6" 6' 0" 

Bath and fittings $281.50 $287.00 S300. 50 S326. 55 




F/g. F-5 

With exposed combination hot and cold compres- 
sion valves and supply nozzle, lift drain and over- 
flow: china handle5 (not including handrail). 

Length overall 4' 6" 5' 0" 5' 6" 6' 0" 
Bath and fittings $288.00 $293.50 S307.00 S333.00 
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"Pembroke" Enamelled Iron Built-in 

Corner Bath 
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Fig. F-6 

Enamelled all over, one-piece "Pembroke" bath for right hand 
corner, right hand end outlet, concealed combination hot and 
cold compression valves with supply nozzle and lift drain 
with overflow, china cross handles and escutcheons. 



-i 




Width Overall 30 Inches 



Bath and fittings as specified, 
Bath and fittings as specified, 



Height Above Floor \7}4 I^'CHES 

Length 4' 6" 5' 0" 5' 6" 6' 0" 

^"supplies $207.00 176.00 185.00 297.00 

Ji'' supplies 231,00 200.00 209.00 321.00 



This hath can also he supplied for left hand corner 

with left hand end outlet 



^ 



Particulars of other types of fittings on pages 25-26 
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^Tembroke" Enamelled Iron Built-in 

Corner Bath 



Fig. F-7 



Enamelled all over, onc-plecc "Pembroke" bath for left hand 
corner, left hand outlet, concealed hot and cold compression 
valves with over rim spout, china cross handles and escut- 
cheons, combination drain and overflow. 
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Width Ovf.rall 30 Incurs 



Height Above Floor 17}^ Inches 



Length 4' 6" 

Bath and fittings as specified, J/^" supplies $190.50 

Bath and fittings as specified, %" supplies 197.00 




5' 0" 
159.50 
166.00 



5' 6" 6' 0" 
168.50 280.50 
175.00 287.00 



This bath can also he supplied jor rif^ht hand corner 

with rii^ht hand end outlet 
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Particuhirs of other types of fittings on pages 25-26 
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THOMAS ROBERTSON & COMPANY, LIMITED 



Pembroke'' Enamelled Iron Built-in 




Enamelled all over, one-piece 'Tembroke" bath for right 
hand corner, left hand outlet, exposed combination hot and 
cold compression valves with nozzle and supply pipes, china 
cross handles, lift drain and o\-erflow. 



Width Overall 30 Ixches 



Height Above Floor 17J/^ Inches 



Length 4' 6" 

Bath and fittings as specified, 14" supplies $214.00 

Bath and fittings as specified, ^" supplies 222.50 




This bath can also be supplied for left hand corner 

with right hand outlet 



■S- 



Particulars of other types of Ettings on pages 10-11 
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5' 0" 5' 6" 6' 0" 
183.00 192.00 304.00 
191,50 200.50 312.50 
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Recona'' Enamelled Iron Built-in 

Recess Bath 




f iV. F-9 



Enamelled inside and over rim, one-piece "Recona" bath for 
recess, right hand end outlet; concealed combination hot and 
cold compression valves with supply nozzle and lift drain, with 
china cross handles and escutcheons. 



Width Overall, 30 Inches 



Height Above Floor 17j>^2 In'ches 




134 Craig Street, W. 
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Length S' 0" 5' 6" 

Bath and fittings as specified, H" supplies $137.00 $149.00 .j^^^j, 

Bath and fittings as specified. ^" supphes 161.00 173.00 

This baJh can aho he supplied with left hand end outlet 
Particulars of other types of fittings on pages 25-26 



Montreal, Canada 












Page M 



, 



I- 



t 



'M 



,r 




THOMAS ROBERTSON & COMPANY, LIMITED 



"Conred" Enamelled Iron Built-in 

Corner Bath 
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Fig. F-10 

L 

Enamelled inside and over rim, one-piece "Conred" bath for 
left hand corner, left hand end outlet; concealed combination 
hot and cold compression valves with supply nozzle and lift 
drain, with china cross handles and escutcheons. 





[. 
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Width Overall, 30 Inches 



Height Above Floor 17>^ Inches 



Length 5' 0" 5' 6" 

Bath and fittings as specified, }4" supplies $137.00 $149.00 

Bath and fittings as specified, H" supplies 161.00 173.00 

This hath can also be supplied for right hand corner 

with right hand end outlet. 



Particulars of other types of fittings on pages 25-26 
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"Conred'* Enamelled Iron Built-in 

Corner Bath 
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Enanu'llod inside and over rim, onc-piccc "Conrcd" bath for 
left hand corner, right hand end outlet; coml^ination hot and 
cold faucets with china index cross handles, combination drain 
and overflow. 



VVinTII OVER.\LL. ,^0 Incih-s 



Bath and fittings as specified, ^z" supplies 



Hi:ir,HT AHo\-i' Floor \1}2 Inches 

Length 5'0" 5' 6" 
$112.60 $124.60 



7"//?^ balli cat! al.w be supplied for right hand corner 

with IcJ't hand end outlet. 
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Particulars of other types of fittings on pages 32-33 
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Enamelled Iron Baths 












for CONFINED SPACES 



!f 




*'TRI\V.VLD'' BUILT-IN BATHS 

Enamelled all oier 
Length Overall 48" 
Width 273^' 
Height from Flcx)r 17^2' 

Price bath only $151.00 

Concealed combination hot and cold com- 
pression valves with over rim spout and 
attached soap holder (with removable china 
soapndish). china cross handles and escut- 
cheons. ^2* supplies; combination drain and 
overflow $27.50 

Concealed shower fitting with hot and cold 
compression stops, having china cross handles 
and escutcheons, shower head with swivel 
ball joint; V.^' supplies $25.40 



Fin. F-I2 



-< 



»♦ 



Fig. F-12 shows fittings and drain on 
right side. als<.) shower fitting. 

Fig. F-13 shows fittings and drain on 
left side, and without shower fitting. 

Particulars of other t>-pes of fittings 

on pages 25-26. 
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Fig, F-13 
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Enamelled Iron Baths 

for CONFINED SPACES 

"SERWALD" BUILT-IN BATHS 



Enamelled inside and over rim 

Length Overall 48" Width 27M" 
Height from floor 17 J/2" 



Price, bath only. . 



$109.00 



* 1 j^'\ • 



Concealed combination hot and cold com- 
pression valves with over-rim spout, corrk- 
bination drain and overflow, china cross 
handles and escutcheons, ]/2" supplies $24.50 

We do not furnish the tiles 

The illusiraiion shows ihe fittings and drain 
on right hand side; can also be supplied with 
fittings and drain on left hand side. 

For other types of fittings see pages 

25, 26 and 32. 




I 
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Fig. F-14 



'^RECWALD" BUILT-IN BATHS 

Enamelled inside and over rim 




Length 

Overall 

43" or 48" 



Length 

Between 

Finished 

Wall Lines 

41J^"or 46^" 

Width 

0\erall 

29" 

Height 

From Floor 

17H" 



Fig. F-15 

Price Bath only. . .. Length 43". .. .$125.00 Length 48". . . . 1142.00 

Concealed combination hot and cold compression x^alves with over-rim spout, combination 
drain and overflow, china cross handles and escutcheons, ]^" supplies $24.50 

The illustration shows the fittings and drain on right hand side; can also he 

stcpplied with fittings and drain on left hand side. 

We do not furnish the tiles. For other types of fittings see pages 25, 26 and 32 
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Porcelain Baths for Recess 
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Fig. F-16 

Solid porcelalnware Recess bath, white glazed inside and outside, bottom outlet 
Concealed hot and cold bath supply combination with H-inch compression stops, and 
hit dram, chma cross handles and escutcheons; shower with 3^-Inch hot and cold 
mixing vah-e. china lever handle and dial, china shower head, nickel-plated brass 
shower arm with swivel ball joint. 

5' 0" porcelain bath with fittings as specified $322.00 

5' 6" porcelain bath with fittings as specified 344.00 



Wjdth 31 Inches 



Height Above Floor 19 Inches 



Prices for curtain rod with curtain, and wall fixtures, will be 

found on pages 46 and 204-227 



^ 



Particulars of other types of fittings on pages 20-24 
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Porcelain Baths for Corner 
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Fig. F-17 

Solid porcelainware Corner bath (for right or left hand corner) white glazed inside and 
outside, bottom outlet. Concealed hot and cold bath supply combination with J^-inch 
compression stops, and lift drain; H-inch hot and cold compression stops to shower, 
china cross handles and escutcheons, china shower head, nickel-plated brass shower 
arm with swivel ball joint. 





ii^-1' 
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5' 0" porcelain bath with fittings as specified 
5' 6" porcelain bath with fittings as specified 



S330.00 
360.00 



Width 31 Inches 



Height Above Floor 19 Inches 



Prices for curtain rod with curtain, and wall fixtures, ivill be 

fotind on pages 46 and Z04-2Z7 
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Particulars of other types of fittings on pages 20-24 
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The "Central" Two-way Bath and Shower 

Combination 

Designed for simplicity and economy, 

there being only the two connections to 

^^ ^^^■^ ^^^^^^^^^^ he made, to the Hot and Cold supplies. 

The water is di\'erted to shower 
o^^^^^^^^^ or bath, as desired, with a half-turn 

of the handle. Both water and 
temperature are perfectly controlled. 
No panel in the back wall is required. 

The water can be tempered through 
the Xozzle and then turned into the 
Shower, eliminating the risk of 
scalding. 

Two-wav Tub and Shower Com- 
bination, china handles and escutch- 
eons, china ball-joint Shower Head, 
and Nozzle: two-way valve to supply 
shower and tub, lever action lift 
drain fitting and overflow, with china 
strainers, as illustrated $60.00 

If with integral china Soap- 
dish and Nozzle as Fig. F-21 add 

, i-r^.:^ '^^tW£" S^^^^^H $3.00 

If the Shower Head, Xozzle, 
and Strainers are nickel-plated, 
price complete §52.00 



I 



I 

I ■ 





Fig. F-19 
showing working parts 

All working parts including seat of 
di\'ertini5 \al\'e can be repaired or 
renewed irom wall inside bathroom. 



Fis. F-18 
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The "Triplex" Two-way Bath and Shower 

Combination 

Designed for simplicity and economy, there being only the two connections 

to he made, to the Hot and Cold supplies 



The two-way valve is so constructed that the shower and 
tub cannot be shut off at the same time while the supphes 
are open, which prevents water from backing up in the 
system. 

The water can be tempered through the Nozzle and then 
turned into the shower, eHminating the risk of scalding. 

The two-way valve is of "Sleeve Valve" construction, 
having no ground plug to wear out, nor any seats to be 
replaced; the ^'sleeve valve" takes up wear automatically 
which assures a long service and prevents leaking or 
dripping. 

The drain fitting is actuated within the fixture by a strong 
nickel silver non-corrosive chain, and is furnished with 3" 
tail piece, male or female outlet. 

"Triplex" tuband shower combination, china handles 
and escutcheons, china ball-joint Shower Head, 
and Nozzle; two-way valve to supply shower 
and tub, lever action drain fitting and overflow, 
as illustrated $50.00 

If with integral china soap-dish and nozzle, as 

Fig. F-21, add 3.00 

If the shower head and nozzle are nickel-plated, 

price complete 45.00 
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Fig. F-20 




China\¥are 

Integral Nozzle and 

Soap-dish 

As shown $4.50 



Fig. F-21 
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Built-in Bath and Shower Fittings 




Fig. F~22 



Concealed combination ^" hot 
and cold bath valves and Hft drain; 
N.P. Shower fitting with combina- 
tion hot and cold valves, 4-inch 
shower head with ball-joint; china 
handles and escutcheons, china 
nozzle to bath supply, N.P. drain 
strainer, complete as illustrated 
$72.00 

It with chinaware shower head, as 
Fig. F-23 S75.00 

If china drain strainer is supplied, 
add $1.00 

If with integral nozzle and soap- 
dish, as Fig. F-21, add $3.00 





Fig. F-23 



This fitting can be supplied with ^4" Unions if desired 

Prices on application. 
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Built-in Bath and Shower Fittings 

CONCEALED SHOWER, BATH and 
DRAIN COMBINATION 




Page 23 




Fig. F-24 

Shower Arm with swivel ball 
joint, and adjustable N.P. Shower 

Head $9.50 

If with China Head 13.00 

Extra for Control Stop. . . 2.00 



Fig. F-25 

Combination hot and 
cold shower valves with 
china cross handles and 
escutcheons $16.00 

Fig. F-25 

Combination hot and 
cold bath valves with 
over-rim spout, chinacross 
handles and escutcheons 
$20.00 



NOTE : 

Vertical supply pipes {or risers) are 
nol included in the above prices. 



Fig. F-26 

Combination Drain and Over- 
flow wnth adjustable slip-joint Tee 
permitting 2" adjustment. $5.00 



Particulars of other types of Bath and 
Shower combinations with Hot and Cold 
MIXING VALVES will he found on 
the following pages. 



Montreal, Canada 



> 






WCAA 






■O^'] 



&T 




v^ 









Page 24 



^ 



s 



Ik. 



11 




■^^ "^ ^'^^ vv 



^ 



S^IS% ^ THOM A S ROBERTS ON & COMPANY, LIMITED 




i'N|. 



Built-in Bath and Sliower Fittings 




Built-in Bath and Shower com- 
bination with hot and cold 
MIXING VALVE having china 
handle and dial, compression stops 
with china handles and escut- 
cheons, to Bath and Shower. X.P. 
Shower Arm with 4-inch ball joint 
adjustable Shower Head. Top 
nozzle or over-rim supply to Bath. 
Litt drain with overflow, or com- 
bination drain and overflow with 
rubber stopper. 







The upper compression stop to 
Shoii'er is sometimes omitted, so 
that the Bath and Shoiver cannot 
be shut off at the same time while 
the supplies are open. This com- 
pels the bather to shut off the 
supplies, thus prccenting ii'ater 
from backing up in the system and 
interrupting the normal circula- 
tion of the hot and cold water^ an 
important matter in Hotels, Apart- 
ment Houses, Clubs, etc. 





Fig. F-27 



Fig. F'28 
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Fig. F-27 w-ith top nozzle supply, and lift drain having china handle and escutcheon. 
Price complete, with J4" supplies S83.00. With 34" supplies $93.00. 

Fig. F-28 with over-rim spout supply, combination drain and overflow, chain and rubber 
stopper. 

Price complete, with 14" supplies $73.40. With W supplies $78.00. 
If supplied with China Shower Head as fig. F-2-1 add $3.50 




134 Craig Street, W. 




Montreal, Canada 
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Built-in Bath Fittings 




Fig. F-29 




Concealed combination bath 
supply valves, with 3^" com- 
pression stops, china over rim 
nozzle supply with integral 
soap-dish, china handles and 
escutcheons, lever action lift 
drain fitting and overflow with 
china strainers (as illustrated) 

Complete |44.00 

If supplied with nickel 
plated overflow and 
outlet strainers. 
Complete 39.00 

Overflow and Drain 

fitting only 18.00 



Concealed combination bath 
supply valves, with compres- 
sion stops, top nozzle supply, 
2-inch lift drain, china handles 
and escutcheons. 

}/2 inch Supplies. $41.50 
^ inch Supplies. 65.50 




Fig, F-30 



134 Craig Street, W. j-\, 



Montreal, Canada 
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THOMAS ROBERTSON & COMPANY, LIMITED^^^^^ 




Built-in Bath Fittings 




Fig. F-31 



('(jjirealcd fuinbinalioii hath 
Mipi)ly vaKes -willi V-i" com- 
pression stops, china ovQr rim 
luiz/k' ^iii>i)ly, china hainilcs 
and escutcheons, coml)ination 
drain and (A-erilow with nickel- 
l)lale(l >lrainer and rubber 
stopper, complete, . . . S30.00 

If supplied with nickel- 
plated nozzle, com- 
l)lete 2S.50 

Conibinaiioii o\erfl(n\ 
and IVain fitting 
onlv 5.00 



134 Craig Street, W. 



Concealed combination bath 
supply \-aK'es,wIth 3^"conipression 
stops, china over rim nozzle supply, 
china handles and escutcheons, 
lever action !ift drain fitting and 
overflow, with china strainers fas 
illustrated) complete $40.00 

If supplied with nickel- 
plated nozzle 38.50 

If supplied with nickel- 
plated nozzle, and nickel - 
plated (uerlUnv and out- 
let strainers, complete. . . 36.00 

O\'erflow and Drain fitting 

onlv ^^ 18.00 




Fiji. F-32 
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Enamelled Iron Baths 

THE **AVON" 3" ROLL RIM ON BASE 
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Fig. F-33 



Width Overall, 30 inches — Height Overall, 22J^ inches- 
Length, feet 4 4:]4 
Price for Bath, less fittings $73.20 $74.40 



r ni: 



Depth Inside, 17 Inches 

S 514 6 

$75.60 $83.70 $103.70 












Fig. F-35 



Fig. F-34 

Fig,." F-34 Combination hot and cold 
faucets with china handles S7.20 

Fig. F-35 Adjustable M" supply pipes, per 

pair S5.00 

Fig. F-36 Combination standing lift drain 
and overflow $23.00 




Fig. F-36 
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Enamelled Iron Baths 

THE "INDUS" 3 INCH ROLL RIM 





Fig. F-37 



Width Oneil^ll, 30 inches— Height Overall, 2214 inches— Depth Inside, 17 inches 

. ^ Length, feet 4 43^ 5 51^ 6 

Fnce for Bath, less fittings $61.70 $61.70 $61.70 $68.60 $87 20 





tc 

L 
D 

Fig. F-38 

Fig. F-38 Combination hot and cold 
faucets with china handles $7.20 

Fig. F-39 h" supply pipes, per pair $4.40 

Fig. F-40 Combination drain and over- 
sow 11^" §4_go 

i'A" 5.80 



Fig. F-39 





Fig. F-40 



134 Craig Street, W. 
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Enamelled Iron Baths 

THE "TIBER" 2 INCH ROLL RIM 



THOMAS 
: ' ROBERTSON 





- -• -— » ■ 



Fig. F-41 

Width Overall, 26 inches — Height Over.-vll, 22}^ inches- Depth Ixside, 17 inches 



Length, feet 



41^ 



SV2 



Price for Bath, less fittings $61.70 $61.70 $61.70 $68.60 




Fig. F~42 

Fig. F-42 Double bath faucet with 
china index cross handles. . . .$7,20 



Fig. F-43 

pair 



Supply pipes, per 
S4.40 



Fig. F-44 Combination drain and 

overflow l%" $4.80 

ly^" 5.80 






Fig. F-43 



Fig. F-44 



134 Craig Street, W. 
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Enamelled Iron Baths 



THE *' SE\'ERN' " 



m INCH ROLL RIM 




^J 





Fig. F-45 

Width Over_\ll. isy^ Inches Height Ov£r.\ll 21^^ Inxhes 

Depth Inside. 153^^ Inches 



Length, feet 434 



5H 



Price for Bath only, less fittings S61.70 S61.70 $68.60 



Extra for Fig. F-53. \.P. combination H" 
hot and cold faucets and suppiv pipes, 
combination drain and overflow 



$16.60 



Enamel Painted ''All-Steer^ Baths 

With Wood Rims 




Fig. F-46 

White Enamel painted on Galvanized 

Sheets, Bronzed Legs 



Length, feet 4)^ 



5H 



Price, including drain and over- 
flow fittings $24.00 $24.00 $28.00 S32.00 



> 




w 



'^\ 



\\K^'\ 



\ 




rlWllrt 



•c 



13 4 Crai g Street, W. 





Mon treal, Canad 






THOMAS ROBERTSON & COMPANY, LIMITED 



Page 31 



Footbaths 




THOMAS 
ROBERTSON 



In 
Porcelain 

Enamelled 
Iron 



r 




Outside 
Painted or 
Enamelled 



Fig. F-47 

OVER.VLL Measurements, 25}^" x 23H" x 1534" Depth Inside U" 

Enamelled iron Footbath {painted outside) with combination hot and cold compression 
valves and bell nozzle, }^" supply pipes, lift drain and overflow $116.00 



Sitz Baths 



In 


, 


sjKK^r^ - 


Porcelain 


, J 


1 


Enamelled 
Iron 


1 


1 ~ --^^ 




1 



Outside 

Painted or 

Zinc White 

finish 



_J 



Fig. F-48 



Oveil\llmeasuremexts: Length 3434"; Width SIJ^"; Height, back 2334", front 15K 

Enamelled iron Sitz Bath (painted outside) with fittings on right or left hand; 
combination hot and cold compression valves and bell nozzle, }4" supply pipes, lift 
drain and overflow ■ ■ ■ $176,50 
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Compression Double Bath Faucets 




CHINA INDEX CROSS HANDLES 



ANGLE PATTERN, INDEXED 
CROSS HANDLES 






m\ 




Fig. F-49 

Nickel-plated S7.20 



Fig. F-50 
Nickel-plated $5.80 



TOP LEVER CHINA HANDLES 




SIDE LEVER CHINA HANDLES 
With or without Soap-dish 





Fig. F-5i 

Nickel-plated with china handles. ... $7.20 



Fig, F-52 

Nickel-plated with china handlesand 
soap-dish (as illustrated) . . $10.60 

With china handles (less 
soap-dish) as Fir.. F-38. . . . $7.20 



Nickel-plated brass handles can be supplied, if preferred, at same price. 



134 Craig Street, W. 




Montreal, Canada 
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Nickel-plated Fittings for Baths 




Fig. F-53 

Double bath faucet Avith H" supply 
pipes, drain and overflow. . . $16.60 



' * '' -t 





Fig. F-54 



Combination bath supply and shower, 
hot and cold compression \'alves and 
switch faucet with hose and spray, china 
wall bracket $17.00 





Fig. F-55 

Combination compression 
bath faucets with 14" supply 
pipes, lift drain and over- 
flow $48.00 



Fig. F-56 

Combination 
drain and over- 
flow I 'A" $4,89 
11^" 5.80 




Fig. F-57 

* 

Combination, standing 
lift drain and over- 
flow $23.00 
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Built-in SJiower and Spray Fittings 
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Fig. F-58 

Combination needle spray and shower, concealed hot and cold mixing valve with china 
handle, control stops with china cross handles and escutcheons; N.P. shower arm 

and ball joint shower head, 5^ in. supplies $160.00 

\A'hite porcelainware receptor 36" x 36" with N.P. strainer 158,00 

Plate glass door for opening 26" x 76" with N.P. brass frame and handle 440.00 



134 Craig S t reet , ^' j ^{ 
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Built-in Shower Fittings 




Fig. F-59 



Shower stall comprising white enamel painted sheet steel walls, riser 
and bottom; built-in shower fixture with concealed J2" hot and cold 
mixing valve, china handle and dial, nickel-plated shower arm with 
control stop and 4-inch ball joint adjustable shower head Avith 
removable face; N.P. brass curtain rod and hooks, and duck curtain; 
outlet strainer and floor drain with special connections. Size of stall 
32" X 32" $176.00 




134 Craig Street, 




Montreal, Canada 
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f nny. 




Built-in Shower and Spray Fittings 





Fia. F-60 



Built-in shower and spray combination with concealed hot and cold 
mixing \'alve, china handle and dial, 54"irich control stops; nickel- 
plated ^-inch shower arm with 4-inch ball joint adjustable shower 
head with removable face; six adjustable rose sprays $104.00 

Extra for nickel-plated strainer and floor drain, 4^2" flange with outlet 
for 3" iron pipe $4.70. With spigot for 3" soil pipe $5.50 



r 
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Built-in Shower Fittings 



Fig. F-61 



Fig. F-62 

Built-in shower fixture with 
concealed hot and cold valves, 
china cross handles and escut- 
cheons, 4-inch ball joint adjust- 
able shower head. 

Price $25,40 



Fig. F-61 

■ 

Built-in shower fixture with con- 
cealed hot and cold \'alves, china 
cross handles and escutcheons, 
tubular shower head, curtain ring- 
and hooks, white duck curtain, 
nickel-plated chain and wall hook. 



■ 




Price 



$36.00 
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THOMAS ROBERTSON & COMPANY, LIMITED 

Shower Fittings with Curtains 

AND WITH MIXING VALVE 

Fig. F-63 

Nickel-plated Shower fixture with 
Dual Hot and Cold mixing valve, and 
pipes to wall; curtain ring and hooks, 
white duck curtain, nickel-plated 
chain and wall hook. 

Complete $66.00 

If with pipes to floor. 
Complete 




'-^ -., 



Fig. F-63 



Fig. F-64 

Nickel-plated Shower and Spray 
fixture with Dual Hot and Cold 
mixing valve, and pipes to wall, 
control stops to shower and spray, 
all china handles; curtain ring and 
hooks, white duck curtain, nickel- 
plated chain and wall hook. 

Complete 196.00 




If with pipes to floor. 
Complete 



1 3 4 C raig Street, W. 




$106.00 
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Shower Fittings with Curtains 



Fig. F-65 

Nickel-plated Shower fixture 
with combined Hot and Cold 
val\'es, all china indexed 
handles, and pipes to wall; 
curtain ring and hooks, white 
duck curtain, n i c k e 1 - p lated 
chain and wall hook. 
Complete S40.00 

If with pipes to floor. 
Complete $50.00 




Fig. F-66 



134 Craig Street, W. 
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Fig. F-65 



Fig. F-66 

Nickel-plated Shower and 
Spray fixture with combined 
Hot and Cold \-aK'es, control 
stops to shower and spray, all 
china indexed handles, and 
pipes to wall, curtain ring and 
hooks, white duck curtain, 
nickel-plated chain and wall 
hook. 
Complete $80.00 

If with pipes to floor. 
Complete $90.00 
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THOMAS ROBERTSON & COMPANY, LIMITED 



Shower Fittings 




%*:£. 



Fig. F~67 



Fui. F-68 

Nickel-plated Shower fixture with 
Dual Hot and Cold mixing valve and 
control stop, and pipes to floor. 
Complete $58.00 

If with pipes to wall. 

Complete 50.00 

If Control Stop is not required 
<^^<^uct...: 2.00 




Fig. F-67 

Nickel-plated Shower 
fixture with combined Hot 
and Cold valves, all china 
indexed handles, and pipes 
to wall. 

Complete $33.00 

If with pipes to floor 
Complete $43.00 




Fig. F-68 



134 Craig; Street, W. 
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Portable Sho^ver 



Nickel-plated Shower, 
with Curtain Ring, 
Duck Curtain, Rubber 
Tubing and Bulb 
Connection 

$19.00 



For 

Massage Sprays, 

and Spray Heads, 

see our 
General Catalogue. 
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Fig. F~69 
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Sho^vers 

for Swimming Pools* 
Schools, Etc, 

Combination Shower Fittings with I lot 
and Cold Mixing Valves fas Fig. F-S2) 
or with Thermostatic Temperature 
Controllers (as Fig. F-85), Galvanized 
piping and fittings^ nickel-plated ball* 
joint Shower Heads, with or without 
individual control stops, curtain rods 
and Duck curtains, and floor strainers- 

Specification and Price 
on application 



Fig. F-70 
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Shower Heads 




Fig. F-71 



White Chinaware adjustable Shower Head 
4:}4" diameter, with Ball-joint; N.P. H" 
Shower Arm and Escutcheon. . . . $13.00 



*-i 



Extra for control stop 



2.00 





Fig, F-72 

White Chinaware Shower Head with china 
encased Shower Arm, li" concealed Show- 
er Valves, with China Handles and 
Escutcheons. 

Per set 



$72.00 



Fig. F-73 



Fig. F-73 



Nickel-plated Cast Brass Adjustable 
Shower Head 4" diameter with removable 

face, and with Ball-joint $6.55 




Fig. F-74 



For Plain and Tubular Shower Heads, 

see Pa^e 43. 



Nickel-plated Cast Brass Adjustable 
Shower Head 4" diameter, with removable 
face, and with Ball-joint; }4" Shower Arm 
with Control Stop. $11.00 




134 Craig Street, W. 




Montreal, Canad 
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Nickel-plated ShoAver Heads 

TUBULAR SHOWER HEAD 

Screwed for Iron Pipe 



RAIN SHOWER HEAD 
For }/2"i"'- P'pe 




Fig, F-75 




Fig. F'76 



63^'^ diameter for 3^2" IP 
101^" diameter for %"!.?. 



$4.00 
16.00 



Sy^" diameter 
7" diameter 



$2.40 
2.80 



PLAIN SHOWER HEAD 
For ^-in. Pipe 



1 





Fig. F-77 



4" diameter. . . . 
5" diameter. . . . 
6" diameter. . . . 



SL60 

1.80 
2.00 



Fig. F-78 

Y2" Concealed Siiower \'alve, with China 
Handle and Escutcheon 

If with Loose K.ey 



S7.00 
6.00 



Shower Bath Receptors 



ENAMELLED IRON 



ROLL RIM 




..^A 



Fig. F-79 

Size36"x_36"x6"deep. Price (including Strainer and Coupling) On Feet. .$88.60 On base S104.60 
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Mixing Valves for Baths and Showers 




O ^^r-t:-'- fe \ 






y 



Fig. F-80 

Hot and Cold mixing valve, concealed type (three way or four way), 
with china dial and handle ■ 



$27.00 $34,50 




Fig. F-81 

Hot and Cold mixing valve, concealed type (three way or four way), 
nickel-plated dial and handle ■ ■ - 



72 



$23.50 $32.00 








Fig. F-82 



72 



Hot and Cold mixing valve, exposed type (three way or four way), 

nickel-plated $30.00 $40.55 



134 Craig Street, W. 



%t^ 



Montreal, Canada 








Powers' Thermostatic Temperature 

Controller for ShoAvers 



Controllers Nos. 1, 3 and 4 
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Controllers Nos. 5 and 6 



Hot Water Delivered 

AT Any Desired 

Temperature 

<«> 

Designed to Give 

Protection Against 

Scalding 




Fig. F-83 Fig. F-84 

This Controller is different to the regular "mixing valve" as it is a true thermostatic 
water mixer, delivering the water at any desired definite temperature. For Shower 
fittings the usual maximum limit is 110° and for hot water circulation 135°. 

Capacity Connections Price 

No. Description Gallons per Inlet Outlet Each 

Minute 

1 For Individual Shower 15 H" 34" $132.00 

3 For 4 Shower Heads 25 K" 1" 165.00 

4 For 8 Shower Heads 50 1" \}i" 200.00 

5 For 15 Shower Heads 80 IJi" IV/ 230.00 

6 For 20 Shower Heads 100 UA" V 245.00 

The above capacities are based iipon 40 lbs. water pressure 
These prices do not include Stops, Thermometers, Etc. 



For batteries of Shower 
fittings this thermostatic 
controller will deliver 
water at any desired 
temperature below the 
danger (or scalding) point. 
It is provided with vari- 
able or locked adjust- 
ment, as preferred. 

Quotations will be fur- 
nished on receipt of speci- 
fications. 




For "continuous flow" 
baths, and other Hospital 
fixtures (Sinks, Baby 
Baths, etc.) these ther- 
mostatic controllers giv- 
ing exact desired tem- 
peratures are widely used. 

Quotations for any 
special arrangement on 
application. 



Fig, F-85 
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Nickel-plated Rods and Duck Curtains 




Fig. F-86 fop Corner 

White Duck Curtain with 
N.P. Rod, Hooks, and Flanges. 

5'0"x2' 2^' $24.20 

5' 6" x2' 2" 25.40 

Extra for N.P. chain and 
wall hook 0.70 




Fig, F-86 



Fig. F-87 for Recess 

White Duck Curtain with 
N.P- Rod, Hooks, and Flanges. 

Length 5'0" $15.80 

Length 5' 6" 17.50 

Extra for N.P. chain and 

wall hook 0.70 



WHITE DUCK SHOWER 
CURTAINS 





Fig. F-87 




Nickel-plated 

THERMOMETERS 

for Shower Fixtures 

To be fitted with Tee 
to outlet. 



"• H 




Fig. F-88 

Width 6' 0" 7' 0" 9' 0" 
Height 6' 0". price $7.40 8.80 11.20 



Fig. F-89 Fig. F-90 

Straight Angle 
$2.40 $2.60 
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Shower Shields and Doors 



SHOWER SHIELD 

Made of JX-inch polished plate 
glass embedded In rubber, with 
nickel silver or nickel-plated 
brass frame, having water shed 
on the lo-\ver rail which deflects 
all drippings into the bath. 

Furnished with continuous 
hinge on right or left hand side, 
to swing outwards, giving easy 
access to bath. 

Regular size 2' 8" wide x 
4' 4" high; other sizes made to 
order. 

F-92^F-93^F-94 

Shower Doors 27" x 78'^ 
26" X 76"; 2S" x 74"; 24" x 72" 
or to order. 

Prices on application 
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Fig. F-91 
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Fig. F-92 
Open, with Grille Vent 



Fig. F-93 
Closed, with Grille Vent 



Fig. F-94 
Open, with Grille Vent 
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HESE lavatories are made of "solid vit- 
reous ware" of which not only is the sur- 
face vitreous, but the body of the ware 
itself is vitreous through and through. The 
surface is absolutely smooth and of glistening 
whiteness, whilst this glaze— during the firing 

process— becomes an inseparable part of the 
ware itself. 



O 



N the following pages we illustrate 
several standard types of Heavy Vitreous 
Ware Lavatories, and shall be pleased to 

quote for any other special types on receipt 

of particulars of requirements. 

* 
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Heavy Vitreous Ware Pedestal Lavatory 
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Fig. F-95 



Heavy vitreous ware pedestal lavatory with hooded overdow, 
integral china spout and mixing chamber, compression valves and 
popup drain fitting with china handles and escutcheons, N.P. angle 
supplies with stops, and centrifugal "P" trap to wall. 



Size, inches 21 x 24, bowl 12 x 16 
Price with fittings. . .$114.50 

Size, inches 22 x 27, bowl 13 x 17 
Price with fittings. . .$132.00 




134 Craig Street, W. 




Montreal, Canada 



i 




Wk 



i^jl 




ff40 









< 



It' 



I. 



-A^ 






y 



H 



"^w^ 





"^ THOMAS ROBERTSON & COMPANY, LIMITED ^ 



Heavy Vitreous Ware Pedestal Lavatory 





Fig. f -96 



Hea\'y vitreous ware pedestal lavatory with open o\'erflow, com- 
bination hot and cold spout supply with china handles and 
escutcheons, X.P. spout and china knob to popup drain fitting, 
N.P. angle supphes with stops, and centrifugal "P" trap to wall. 



Size, inches 21 \ 24, bowl 12 x 16 
Price with fittings $98.00 

Size, inches 22 x 27, bowl 13 x 17 
Price with fittings $115.50 



134 Craig Street. W. 
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Heavy Vitreous Ware Pedestal Lavatory 



? 
? 



\\ 



!'? 









O H 





i^zg. F-97 



Heavy vitreous ware pedestal lavatory with open overflow, N.P. 
hot and cold compression faucets, with china handles, popup drain 
htting with china knob, N.P. angle supplies with stops, and centri- 
fugal "P" trap to wall. 



N 



i!i>1l 




m 





Size, inches 21 x 24, bowl 12 x 16 
Price with fittings $86.00 

Size, inches 22 x 27, bowl 13 x 17 
Price with fittings. . . . $103.50 






11^ 
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Heavy Vitreous Ware Pedestal Lavatory 
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Fig. F-98 



Heavy vitreous ware oval pedestal lavatory with hooded overflow, 
integral china spout and mixing chamber, compression valves and 
popup drain fitting with china handles and escutcheons, N.P. 
angle supplies with stops, and centrifugal "P" trap to wall. 

Size, inches 22 x 27, bowl 13 x 17 
Price with fittings $150.00 

Size, inches 22 x 30, bowl 13 x 17 
Price with fittings $185.00 

This lavatory is ilhisimted on following page with open overflow and 

•with spout supply. 
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Fig. F-99 



Heavy vitreous ware oval pedestal lavatory with open overflow, 
combination hot and cold spout supply with china handles and 
escutcheons, N.P. spout and china knob to popup drain Htting, 
N.P. angle supplies with stops, and centrifugal "P" trap to wall. 

Size, inches 22 x 27, bowl 13 x 17 
Price with fittings. ..$134.00 

Size, inches 22 x 30, bowl 13 x 17 
Price with httings . ..$168.00 



«> 



This lavatory can also be supplied with separate Hot and Cold 
compression faucets, or self-closing faucets, if preferred. 

Prices on application 
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Heavy Vitreous Ware Leg Lavatory 





Fig. F-lOO 



Heavy \-itreous ware lavatory on legs, with open overflow, com- 
bination hot and cold spout supply with china handles and 
escutcheons, N.P. spout and china knob to drain fitting, X. P. angle 
supplies with stops, and centrifugal "P" trap to wall. 

Size, inches 22 x 27, bowl 13 x 17 
Price with fittings. . .$116.00 

Size, inches 24 x 30, bowl 14 x 20 
Price with fittings. . .$146.00 



^ 



This lavatory cjn be supplied with Hot and Cold Compression 

Faucets as F-97 or with integral mixing chamber 

as F-IOJ, if preferred 





^^^/^ 
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Heavy Vitreous Ware Leg Lavatory 
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Fig. F-107 



Heavy vitreous ware lavatory on square leg, with hooded over- 
flow, integral china spout and mixing chamber, compression valves 
and popup drain fitting with china handles and escutcheons, N.P. 
angle supplies with stops, and centrifugal "P" trap to wall. 



Size, inches 21 x 24, bow! 12 x 16 
Price with fittings $98.00 

Size, inches 22 x 27. bowl 13 x 17 
Price with fittings $115.50 
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Heavy Vitreous Ware Leg Lavatory 




Fig. F-i02 



Heavy vitreous ware lavatory on square leg, with open overflow, 
combination hot and cold spout supply with china handles and 
escutcheons, N.P. spout and china knob to popup drain fitting, 
N.P. angle supplies with stops, and centrifugal "P" trap to wall. 



Size, inches 21 x 24 bowl 12 x 16 
Price with fittings $84.00 

Size, inches 22 x 27 bowl 13 x 17 
Price with fittings. . . .$102.00 



^rc 
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Heavy Vitreous Ware Leg Lavatory 
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Fig. F-103 



Heavy vitreous ware lavatory on square leg, with open overflow, 
N.P. hot and cold compression faucets with china handles, popup 
drain fitting with china knob, N.P. angle supplies with stops, and 
centrifugal 'T" trap to wall. 




Size, inches 21 x 24 Bowl 12 x 16 
Price with fittings $72.00 

Size, inches 22 x 27 Bowl 13 x 17 
Price with fittings $90.00 
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Heavy Vitreous Ware Leg Lavatory 





Fig. F-104 



Heavy vitreous ware lavatory on square leg, with open overflow, 
N.P. hot and cold compression faucets, chain and rubber stopper, 
N.P. angle supplies with stops, and centrifugal "P" trap to wall. 



Size, inches 21 x 24 
Price with fittings 



Bowl 12 X 16 
...$63.50 



Size, inches 22 x 27 Bowl 13 x 17 
Price with fittings $80.50 
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Heavy Vitreous Ware Leg Lavatory 




Fig. F-205 




Heavy vitreous ware lavator>- on square leg, with open overflow, 
N.P. combination hot and cold faucets on one side, chinaware 
lipped soapdish on the other side, popup drain fitting with china 
knob and escutcheon, N.P. angle suppHes with stops, and centri- 
fugal "P" trap to wall. 



Size, inches 21 x 24, bowl 12 x 16 
Price with fittings. . . . $88.00 

Size, inches 22 x 27, bowl 13 x 17 
Price with fittings.... $105.00 
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Heavy Vitreous Ware Lavatory With Back 



\h:i\ 




Fig. F-106 



Heavy vitreous ware lavatory on square leg, with open overflow, 
N.P. hot and cold compression faucets with china handles, popup 
drain fitting with china knob, N.P. angle supplies with stops, and 
centrifugal "P" trap to wall. 




Size, inches 18 x 20, bowl 11 x 14 
Price with fittings $66.50 

Size, inches 21 x 24, bowl 12 x 16 
Price with fittings $78.00 
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Heavy Vitreous Ware Corner Leg 

Lavatory 




Fig. F-107 




Heavy vitreous ware corner lavatory on round leg^, with open over- 
flow, combination hot and cold spout supply with china handles 
and escutcheons, N.P. spout and china knob to popup drain fitting. 
N.P. angle supplies with stops, and centrifugal "P" trap to wall. 

Sides 163^" Bowl IIM" ^ ^^y2 
Price with fittings. . .. $87.00 

Sides \9m' Bowl 12H" x 1534" 
Price with fittings.... $113.00 

This lavatory can be supplied with ordinary compression faucets 
(as fig. F-106) if preferred. Deduction $12.80 
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eous Ware 
Wall Carri 
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ng. F-308 



Hea^y vitreous ware lavatory with hooded overflow, integral china spout and mixing 
chamber, compression valves and popup drain fitting with china handles and escutcheons, 
N.P. angle supplies with stops, and centrifugal "P" trap to wall. 

Size, inches 21 x 24 Bowl 12 x 16 Price with fittings $90.50 

Extra for Wall Carrier as fig. F-109 50,00 

Extra for Wall Carrier as fig. F-UO 23*00 



This lavatory con also be supplied with 
N.P, compression faucets as fig. F-112 





Fig. F-109 
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Heavy Vitreous Ware Lavatory 

on N.P. Brackets 




Heavy vitreous ware la\-atory 
on nickel-plated brackets, with 
open o\-erflow, combination hot 
and cold spout supply with china 
handles and escutcheons, N.P. 
spout and china knob to popup 
drain fitting. N.P. angle sup- 
plies with stops, and centrifugal 
"P" trap to wall. 



Price with fittings 

Size Bowl 

21"x24" 12" X 16" 



22"x27" l.r X 17 



*7 it 



$85.60 
10*3.00 



If supplied with separate hot and 
cold compression faucets, and 
popup drain fitting (as Fig.F-112) 

deduct $12.80 

Deduct if angle supplies and trap 
are not required $14.20 




iiNII 



¥\g. F-111 



Heavy Vitreous Ware Lavatory 

on CI. Brackets 




Fig. F-112 

Heavy vitreous ware lavatory on painted iron brackets; open overflow, N.P. hot and cold 

compression faucets, popup drain fitting with china knob. 

$53,00 
14.20 



Size 21" X 24" Bowl 12" x 17" Price with fittings 

Kxtra for N.P. angle supplies with stops, and centrifugal "P" trap to wall. . . 
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Heavy Vitreous Ware Lavatory 
with Back — on Brackets 
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Fig. F-113 

Heavy \itreous ware lavator\' with back, on nickel-plated brackets, 
open o^■e^flo\\^ X.P. hot and cold indexed compression faucets, 
popup drain fitting with china knob, \.P. angle supplies with stops, 
and centrifugal *'P" trap to wall. 

Size, inches 18 x 20. Bowl 11 x U 

Price with fittings $67.00 

Size, inches 21 x 24, Bowl 12 x 16 

Price with fittings S78.50 

If compression faucets have china handle-; (as illustrated) add $ 1.00 

If supplied with chain and stopper, instead of popup drain, deduct 7.60 

If angle supplies and centrifugal trap are not required, deduct 14.20 

Note, N.P. vented adjustable *'P" trap can be 

supplied, if preferred. 

This lavatory is illustrated on foUonnng page iL'ith concealed wall hangers instead 

of X.P. lou'4 ivall brackets. 
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Heavy Vitreous Ware Lavatory 

on Wall Hanger 




Heavy vitreous ware lavatory with 
back, on wall hanger, open over- 
flow, N.P. hot and cold compression 
faucets with china handles, popup 
drain fitting with china knob, N.P. 
angle supplies with stops, and vented 
adjustable "P" trap to wall. 



Price with fittings 

Size Bowl 

18" X 20" ll" X 14" 

21" X 24" 12" X 16" 



$57.20 
68.60 



Deduct if angle supplies 
and trap are not required. 
$14.80 



<» 



Note. Nickel-plated centrifugal 
trap can be supplied, if preferred. 





F/fj. F-114 

Heav\' \itre(nis ware lavatory with 
back, on wall hanger, open over- 
flow, N.P, hot and cold self-closing 
faucets, chain and rubber stopper, 
N.P. angle supplies with stops, and 
vented adjustable "P" trap to wall. 

Price with fittings 

Size Bowl 

18" x20" ir'x 14" S54.20 

21" X 24" 12" X 16" 65.60 

Deduct it ordinary com- 
pression faucets are sup- 
plied S5.60 

Deduct if angle supplies 
and trap are not required. 
$14.80 

Note. Nickel-plated centrifugal 
trap can be supplied, if preferred. 
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Heavy Vitreous Ware Lavatory 

on Wall Hanger 




Fig. F-116 

Heavy vitreous ware corner la\a- 
tory on wall hanger, open overflow, 
combination hot and cold spout 
supply with china handles and 
escutcheons. N.P. spout and china 
knob to popup drain fitting. N.P. 
angle supplies with stops, and vented 
adjustable "P" trap to wall. 

Price with fittings 
Sides Bowl 

1634" nii"x ISy/.... $79.00 
19}^" ny/x 15^".... 104.80 

Deduct if suppfied with 
separate hot and cold com- 
pression faucets and popup 
drain fitting $12.80 

Deduct if supplied with 
separate hot and cold 
compression faucets, chain 
and rubber stopper. .$20.40 

Deduct if angle sup- 
plies and trap are not 
required $14.80 



134 Craig Street, W. 



Heavy vitreous ware lavatory with 
back, on wall hanger, open over- 
flow, N.P. hot and cold compression 
faucets, chain and rubber stopper, 
N.P. angle supplies with stops, and 
vented adjustable "P" trap to wall. 

Price with fittings 

Size Bowl 

151^" X 20" 10" X 16"... $44.30 

Deduct if angle supplies 
and trap are not required 
....■./.' $14.80 

Extra for popup drain 
fitting with china knob (in- 
stead of chain and rubber 
stopper) $7.60 

Note. Nickel-plated centrifugal 
trap can be supplied, if preferred. 
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Fig. F-117 for corner 
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Heavy Vitreous Ware Lavatory 

on Wall Hanger 




Fig. F-118 



WITH ANTI-SPLASH RIM 

Heavy vitreous ware lavatory screw- 
ed to wall, open overflow, anti-splash 
rim, N.P. hot and cold compression 
faucets, chain and rubber stopper, 
N.P. angle supplies with stops, and 
vented adjustable "P" trap to wall. 



Price with fittings 
Size Bowl 

15" X 17" 10^' X U}4"... . 



$32.85 



Deduct if angle supplies 
and trap are not required 
$14.80 

This basin has anti-splash rim, 
and is specially suitable there- 
fore for steamer, yacht, and 
railway car lavatories. 




134 Craig Street, W. 



Heavy vitreous ware lavatory with 
wall hanger, open overflow. N.P. hot 
and cold compression faucets, chain 
and rubber stopper, X.P. angle sup- 
plies with stops, and vented adjust- 
able "P" trap to wall. 

Price with fittings 

Size Bowl 
13" X 20" 9^2" X 13" $38.00 

Deduct if angle supplies 
and trap are not required 
$14.80 

Note. Nickel-plated centrifugal 
trap can be supplied, if preferred. 
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Fig. F-119 
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China ware Pedestal Lavatories 




Fig. F-120 



^' .■ 



Chinaware pedestal lavatory, 
N.P. quick opening com- 
pression faucets with china 
handles, popup drain fitting 
with china knob, and iron wall 
brackets. 

Price with fittings 

Size Bowl 

20" X 24" 12" X 17".. $58.20 

Deduct if supplied with 
chain and rubber stop- 
per (instead of popup 
drain) $7.60 

Extra for N.P. Angle supplies 
with stops, and centrifugal 
^'P" trap to wall $14.20 



134 Craig Street, W. 
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Chinaware pedestal lavatory 
with 6-inch back, N.P. quick 
opening compression faucets 
with china handles, popup drain 
fitting with china knob, and iron 
wall brackets. 

Price with fittings 

Size Bowl 

18" X 20" 11" X 14"... $54.20 

20" X 24" 12" X 17"... 60.20 

Deduct if supplied with 
chain and rubber stopper 
(instead of popup 
drain) |7.60 

Extra for N.P. angle supplies 
with stops, and centrifugal "P" 
trap to wall $14.20 





Fig. F-ni 
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Chinaware Leg Lavatories 



Chinaware leg lavatory with 6-inch 
back, N.P. quick opening com- 
pression faucets with china handles, 
popup drain fitting with china knob, 
and iron wall brackets. 

Price with fittings 

Size Bowl 
18" X 20" 11" X 14" $48.20 

20" X 24" 12" X \r 56.20 

Deduct if supplied with 
chain and rubber stopper 
(instead of popup 
drain) $7.60 

Extra for N.P. angle supplies with 
stops, and centrifugal "P" trap to 
wall $14.20 




Fig. F-123 



1 34 Craig Street, W 





Fig. F-122 




Chinaware leg lavatory, N .P. quick 
opening compression faucets with 
china handles, popup drain fitting 
with china knob, and iron wall 
brackets. 

Price with fittings 

Size Bowl 
20" X 24" 12" X 17" 154.20 

Deduct if supplied with 
chain and rubber stopper 
(instead of popup 
drain) $7.60 - 

Extra for X.P. angle supplies with 
stops, and centrifugal "P" trap to 
wall $14.20 
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Chinaware Hanging Lavatories 




Fig. F-124 

Chinaware hanging lavatory with 6-inch back, X.P. quick opening compression faucets 
with china handles, popup drain fitting with china knob, and iron wall hanger. 

Size 18" X 20" Boul 1]"x14" Price with fittings $37.20 

Deduct if supplied with chain and stopper (instead of popup drain) 7.60 

Extra for N\P. angle supplies with stops, and centrifugal "P" trap to wall $14.20 




Fig. F-125 

Chinaware hanging lavatory with fi-inch back, N.P. quick opening compression faucets 
with china handles, popup drain fitting with china knob, and iron wall brackets. 

Size 20" x 24" Bowl 12" x 17" Price with fittings $46.20 

Deduct if supplied with chain and stopper (instead of popup drain) 7.60 

Extra for N.P. angle supplies with stops, and centrifugal "P" trap to wall .... $14.20 
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Chinaware Hanging Lavatories 




Chinaware hanging lavatory with back and apron, N.P. hot and cold compression 
faucets, chain and rubber stopper, iron wall hanger. 

Size 17" X 19", Bowl 11" x 15", 6" back. Price with fittings $23.60 

Size 18" X 21", Bowl 11" x 16", 7" back. Price with fittings 30.60 



f 





Fig. F-127 

Chinaware hanging lavatory with back, N.P. hot and cold compression faucets, chain and 
rubber stopper, iron wall hanger. ■ .. 

Size 17" X 19", Bowl 10" x 143^", 1" back. Price with fittings $21.10 

Size 18" X 21^ Bowl U" x 16", 1" back. Price with fittings 26.60 
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Chinaware Hanging Lavatories 

for Corners 




Fig. F-128 

Chinaware hanging lavatory with back and apron, N.P. hot and cold compression faucets, 
chain and rubber stopper, iron wall hanger. . 

18"(;sides, Bowl 10" x 15", 6" back. Price with fittings $30.10 





Fig, F-129 

Chinaware hanging lavatory with back, N.P. hot and cold compression faucets, chain 
and rubber stopper, iron wall hanger. 

18" sides, Bowl 10" x 15", 6" back. Price with fittings $26,60 
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Fig. F-130 



Size 13" x 25", Bowl, 10" x 16" — 4" back 

Price, including N.P. compression faucets, chain and stopper, 

and iron wall hanger, $20.60 





b <• 



Fig. F-131 

Chinaware hanging lavatory with screws 
for attaching to wall, N.P. compression 
faucets, chain and stopper. 



Fig. F-132 

Chinaware corner lavatory with screws 
for attaching to wall, N.P. compression 
faucets, chain and stopper. 



■>l 



Price with fittings 

Size 9W X 14"— 2}^" back. 
Size 11" X 18"— 5" back. 



^ 



Price with fittings 




$14.60 
16.60 



Size 12" sides 
Size 14H" sides 



$16.60 
18.60 
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Enamelled Iron Pedestal Lavatories 

Enamelled on exposed surfaces, painted underneath 





Fig, F-133 

Enamelled iron pedestal lavatory with rear outlet oval bowl, hot and 
cold compression faucets with china cross handles, popup drain fitting 
with china knob. N.P. angle supplies with compression stops, N.P. 
1^-inch centrifugal "P" trap to wall. 



Size, inches 20 x 24 
Size, inches 22 x 27 
Size, inches 22 x 30 



Bowl n^x 15 
Bowl U X 17 
Bowl 13 X 17 



Price with fittings $83.00 

Price with fittings 92.80 

Price with fittings 98.60 



< 

< 


L^^ 




This lavatory can also be supplied with com- 
bination popup drain fitting and compression 
\'alves having china handles and escutcheons and 
N.P. spout, as Fig. F-134. When supplied with 
these fittings add $12.00 



Fig. F-134 



* V 




J 11- C r a i g Street. W. 




Montreal. Canada 







i 





Fage 75 



THOMAS ROBERTSON & COMPANY, LIMITED ^' 




Enamelled Iron Pedestal Lavatories 

Enamelled on exposed surfaces, painted underneath 
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Fig. F-135 

Enamelled iron pedestal lavatory with rear outlet oval bowl, hot and 
cold compression faucets with china cross handles, lift drain with 
china knob, N,P. angle supplies with compression stops, N.P. 13^- 
inch centrifugal "P" trap to wall. 



tiLi 



Size, inches 18 x 27 
Size, inches 22 x 33 



Bowl U X 15 
Bowl 13 X 18 



Price with fittings $91.40 

Price with fittings 104.70 



This lavatory can also be supplied with com- 
bination lift drain fitting and compression valves 
having china handles and escutcheons and N.P. 
spout, as Fig. F-136. When supplied with these 
fittings add $12.00 
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Fig. F-136 
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THOMAS ROBERTSON & COMPANY, LIMITED 



Enamelled Iron Leg Lavatories 

Enamelled on exposed surfaces, painted underneath 





Fig. F-lZl 

Enamelled iron leg lavatory with rear outlet oval bowl, combination 
popup drain fitting and compression valves having china handles and 
escutcheons and N.P. spout, N.P. angle supplies with compression 
stops, N.P. IJ^ inch centrifugal "P" trap to wall, painted wall 

supports. 



Size, 
Size, 
Size. 



inches 20 x 24 
inches 22 x 27 
inches 22 x 30 



Bowl 113/^ X 15 
Bowl 13 X 17 
Bowl 13 X 17 



Price with fittings $ 89.50 

Price with fittings 99.40 

Price with fittings 105.80 



r 



-«. 





This lavatory can also be supplied with N.P. 
hot and cold compression faucets having china 
cross handles, and with lift drain having china 
knob as Fig. F-138. When supplied with these 
fittings deduct $11.70 



—J 



Tig. F-13S 
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Enamelled Iron Lavatories 

With concealed Wall Hangers. Enamelled on exposed surfaces, painted underneath 
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Fig. F-139 

Enamelled iron lavatory with rear outlet oval bowl, N.P. hot and 
cold compression faucets with china index cross handles, chain and 
rubber stopper, N.P. angle supplies and 1J4 '"^^ adjustable "P" 
trap to wall. 

Size, inches 17 x 21 Bowl m4 x 15 8" back Price with fittings S40.40 

Size, inches 18 x 24 Bowl 11 x 16 10" back Price with fittings 43.60 

Size, inches 20 x 24 Bowl U x 16 12" back Price with fittings 50.20 

Size, inches 22 x 27 Bowl 13 x 17 12" back Price with fittings 64.00 

Compression stops can be furnished on supplies, if desired. 

This lavatory can also be supplied with N.P. hot and 
cold compression faucets having china cross handles, 

and in the two larger sizes with popup drain fitting ^^ ^-^^-s^a i 

as fig. F-140. When supplied with these fittings || wi »* -H^g^- < 
add.. 18.70 -«W^ MM ""W*^ ] 

.. -_ . . i 

Fig. F-140 
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THOMAS ROBERTSON & COMPANY, LIMITED 



Enamelled Iron Lavatories 

With concealed Wall Hangers. Enamelled on exposed surfaces, painted underneath 
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Tig. F-141 

Enamelled iron lavatory with rear outlet oval bowl, N.P. hot and cold 
compression faucets with china index cross handles, chain and rubber 
stopper, N.P. angle supplies and l^i inch adjustable "P" trap to wall. 




Size, inches 17 x 19 
Size, inches 18 x 21 
Size, inches 19 x 24 



Bowl 103^ X 15 6" back 
Bowl 11 X 1634 7" back 
Bowl 12 X 143^ 10" back 



Price with fittings $33.60 

Price with fittings 36.40 

Price with fittings ^ 42.70 



Compression stops can be furnished on supplies, if desired. 




!n the two smaller sizes, this 
lavatory has a countersunk 
soap-dish as shown in Fi£.F-l42. 
This illustration also shows 
quick opening faucets. Fig. 
F-143 shows the same lavatory 
with popup drain fitting, which 
can be supplied in the two 
larger sizes, at an additional 
cost of S7.60 




Fig. F-142 



Fig. F-143 
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Enamelled Iron Lavatories 



With concealed Wall Hangers 




Fig. F'144 

Fig. F-145 with N.P. hot and 
cold compression faucets having 
china index cross handles, chain 
and rubber stopper, N.P. angle 
supplies and 1}^ inch adjustable 
"P" trap to wall. 

Size 18" X 21" 

With 10^" X 143^" oval bowl, 
rear outlet S" back 

Price with fittings $33.70 

Size 17" X 19" 

With 101^" X 15" oval bowl, 
rear outlet 6" back. 

Price with fittings $30.40 

Compression stops can be 

furnished on supplies, 

if desired. 




i 



Fig. F-144 with N.P. hot and cold 
compression faucets having china 
index cross handles, chain and 
rubber stopper, N.P. angle supplies 
and 1}'4 inch adjustable "P" trap 
to wall. 

Size 16" X 14" 

With n" round bowl, 

centre outlet, 

5" back. 

Price with fittings S28.40 

Compression stops can be 

furnished on supplies, 

if desired. 
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Fig, F'14S 
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Enamelled Iron Lavatories 

FOR CORNERS 



With concealed Wall Hangers. Enamelled on exposed surfaces, painted underneath 



r 








Fig. F-146 

Enamelled Iron CDrner lavatory with oval bowl, N.P. hot and cold 
compression faucets with china index cross handles, chain and rubber 
stopper, N.P. angle supplies and l\i inch adjustable "P" trap to wall. 



Size 16" sides 
Size 19" sides 



Bowl 11 X 14 centre outlet 6" back 
Bowl 10 X 14 rear outlet J |8" back 



Price with fittings 

Price with fittings. . . 



$39.10 
43.30 



^7 



Compression stops can be furnished on supplies, if desired. 



^. . 



y 




Fifi, F-147 shows the same 
lavatory with popup drain 
fitting, which can be supplied 
only in the larger size, at an 

additional cost of S7,60 

Fi^. F-i48 shows quick-opening 
faucets which can be furnished 
if desired. 




Fig. F-147 



Fig, F-148 
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Enamelled Iron Lavatories 



FOR CORNERS 

With concealed Wall Hangers. 



r 



Fig. F-149 corner lava- 
tory with N.P. hot and 
cold compression faucets, 
having china index cross 
handles, chain and rubber 
stopper, N.P. angle sup- 
phes and \]4: i^ich adjust- 
able "P" trap to wall. 

Size 16" sides with 

11" X 14" oval bowl, centre 

outlet, 6" back. 

Price with fittings $33.30 

Size 19" sides with 

10" X 1434" oval bowl, rear 

outlet, 8" back. 

Price with fittings $38.60 





Fig. F-149 



Fig, F-150 corner lava- 
tory with N.P. hot and 
cold compression faucets, 
hax'ing china index cross 
handles, chain and rubber 
stopper, N.P. angle sup- 
plies and \}4 irich ad- 
justable "P'* trap to wall. 

Size 16" sides with U" 
diam. round bowl, centre 
outlet, 5" back. 

Price with fittings.. $28.40 

Compression stops can 
be furnished on supplies 
if desired. 
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Enamelled Iron Lavatories in Batteries 

Enamelled on exposed surfaces, painted underneath 




A" t 










Fig. F-151 

Enamelled iron pedestal lavatory with rear outlet oval bowl, hot and cold compression 
faucets with china cross handles, popup drain fitting with china knob, N. P. angle 
supplies with compression stops. N.P. IJ^-inch centrifugal "P" trap to wall. 



Size inches 20 x 24 Bowl U3^x 15. . 

Size inches 22 x 27 Bowl 13 x 17. . 

Size inches 22 X 30. .. .Bowl 13 xl7.. 



. .Price with fittings $83.00 each fixture 

. .Price with fittings 92.80 each fixture 

.. Price with fittings 98.60 each fixture 



^ii 




This lavatory can 
also be supplied witK 
chain and rubber stop- 
per as Fig. F-152 or 
with combination hot 
and cold compression 
valves and popup drain 
fitting having china 
handles and escutch- 
eons and N,P. spout 
as Fig, F-153, 

Fittings as F-152^ 
Deduction $7.60 

Fittings as F-153 
Extra $12.00 



Fig. FAS2 




Fig. F-153 
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Enamelled Iron Lavatories in Batteries 



With concealed Wall Hangers. 



Enamelled on exposed surfaces, painted underneath 
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Fig. F-154 

Details and Prices of these Fixtures will be 

FOUND ON Page 78 



fig. F-155 

Details and Prices of these Fixtures will be 

FOUND ON Page 77 
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Enamelled Iron Lavatories in Batteries 

Enamelled on exposed surfaces, painted underneath 




Fig. F-J56 {To stand in centre of floor) 



Enamelled iron lavatory with rear outlet oval bowl, hot and 
cold compression faucets with china index cross handles, chain 
and rubber stopper, supported on painted cast-iron frames and 
standards. 

Size. Inches 18 x 24 Bowl 10}/^ x 16 

Price for 6 persons as shown .. .$281.70 

Size, inches 20 x 24 Bowl W^i ^ ^5 

Price for 6 persons as shown ... $312.30 

Quotations furnished on application for any number of lavatories, 

or for alternative arrangement of fillings 

These lavatories are shown on page 86, in single 

batteries, to fix against wall 
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Enamelled Iron Lavatories in Batteries 

Painted underneath, painted Frames and Standards 



Fig. F-157 {To stand in centre of floor 



Enamelled iron lavatory with rear outlet oval bowl, hot and 
cold compression faucets with china index cross handles, 
chain and rubber stopper, supported on painted cast iron 
frames and standards. 

Size, inches 16 x 20 Bowl 10^ x 14 

Price for 6 persons as shown . . . $204.90 

Size, inches 18 x 24 Bowl lOj^x 16 

Price for 6 persons as shown . . . $231.30 

(J* 

Quotations furnished on application for any'numher of lavatories, 

or for alternative arrangement of fittings 

These lavatories are shown on following page, in single 

batteries, to fix against wall. 
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Enamelled Iron Lavatories in Batteries 




Fig. F-158 [To stand against wall) 

Price for 3> persons as shown (with fittings) 18" x 24" S147.30 

Enamelled on exposed surfaces, painted underneath 



20" X 24" $163.20 




Fig. F-159 (To stand against wail) 

Price for 3 persons as shown (with fittings) 16" x 20" S107.40 

Painted underneath, painted Frames and Standards 



IS" X 24" $121.50 



•.c 
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Enamelled Iron Trough Lavatories 

Enamelled inside only, painted outside and underneath 

SECTIONAL TROUGHS CAN BE SUPPLIED TO ANY DESIRED LENGTH 
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Fig. F-160 fTo stand in centre of floor] 

ROLL RIM trough la\'atory (or wash sink) on cast iron pedestals with painted pipe supports, hot and cold 
^'4'' galvanized pipes and combined hot and cold faucets, X.P. centrifugal trap. 

Length 8' 0" 10' 0" 12' 0" 14' 0" 16' 0" 

\Vidth 18* Price with fittings S241.50 $303.20 $380.80 $432.30 S509. 60] Price includes two 

Width 24' Price with fittings 251.50 332.30 425.80 456.70 .'>51.60 Rouble faucets for 

Width 27" Price with fittings 286.80 374.10 447.50 493.60 593. 50j each 2' 0" length 







Fig. F-161 [To stand in centre of floor) 

FLAT RIM trough lavatory for wash sink) 24" wide, on cast iron pedestals with painted pipe supports, 
with one line of 54" galvanized pipe and faucets for cold water, cast iron "S" trap. 

Length 4'0" 6'0" 8' 0" 10' 0" 

Trough enamelled inside, price with fittings. . $80.10 $165.70 

Trough painted inside, price with fittings 62.70 111.20 143.40 175.30 



two faucets for 
each 2' 0" length 
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THOMAS ROBERTSON & COMPANY, LIMITED 



Enamelled Iron Trough Lavatories 



Enamelled inside only, painted outside and underneath 
SECTIONWL TROUGHS CAS BE SL'PPLIED TO .\NY DESIRED LENGTH 




■ 
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Fig. F-162 To stand against wall) 

ROLL RIM trough lavaion- or wash sink* on casi iron pedestals with painted pipe supports, hot and 
cold ^i' gah'anized pipe? and combined hot and cold faucets, cast iron "S" trap vrith \"enr. 

LengTih 8' C 10' 0' 12' 0' 14' 0' 16' 0' ] Price includes one 

Width IS'. Price with fittings $200.40 $253.00 S321.50 S363.90 S432.10 ^ double faucet for 

Width 24'. Price with fittings 210.40 282.10 366.50 388.30 474.10 J each 2' 0' length. 

Height CO top of rim, 26' or 31', as desired 




Fig. F-163 To stand against wait) 

FLAT RIM trough lavatory or wash sink^ on cast iron pedestals, with painted pipe supports, with one 
Ime ol s^*" galvanized pipe and faucets for cold water, cast iron "S* trap with Vent. 



W idth 20'. Price with fittings 
AMdth 24*. Price with fittings 



rap 
Length 



4'0' 
$72.70 

76. SO 



5'0' 
$125.80 
140.80 



§159. t»0 

162.40 



Coi.D faucets included. ... 2 faucets 3 faucets 4 faucets 



Over 6' 0' troughs are supplied painted inside and outside. Prices on application. 
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THOMAS ROBERTSON & COMPANY, LIMITED 




Enamelled Iron Trough Lavatories 

Enamelled Inside only, painted outside and underneath 
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Fig. F-164. Roll Rim Sectional Trough Lavatory on Painted Iron Standards 



> ■_ 




Fig.. F'165. Roll Rim Sectional Trough Lavatory on Painted Iron Brackets 

Width over Rim, 1H Inches Width Inside, U Inches Height of Separate Back, 12 inches 

Fitted with y/ compression faucets (COLD only), N.P. soap-dishes, open drain and N.P. 



adjustable "P" trap. Lengths over 20' 0" havetwo outlets and two traps. 

Price with fittings as shown. 



Length Faucets 
8'0', 4 



10' 0". 

12' 0", 

14' 0" 

IS'O'. 




5, , 
6.. . 
7. . 
8... 



F-164 F-165 

$169.20 $156.20 

205.40 192.10 

240.00 227.00 

277.80 264.90 

297.00 283.20 



Length Faucets 
16' 0" 9... 



IS' 0". 
20' 0". 
22' 0". 
24' 0". 



.10.. 
.11. . , 

.12.. . 
.13 



1 p 



F-164 F-165 

$318.10 .S301.80 

3.S9.20 339.60 

39.^.60 374.20 

447.30 421.50 

481.90 456.30 



Length Faucets 
25' 0".. ..14. 



26' n". 

2S' 0", 
MY 0" . 
35' 0". 



.15. 
.16. 
.17. 
.20. 



F-164 F-165 

$500.30 S474.60 

523.70 494.70 

558.20 529.40 

592.90 563.90 

690.40 654.70 
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Enamelled Iron Trough Lavatories 



Enamelled Iron Roll Rim ONE PIECE Trough Lavatory 

on Painted Iron Pedestals 



^3^. 






Fig. F-166 

ROLL RIM trough lavatory (or wash sink) on painted cast iron pedestals, with painted 
pipe supports, hot and cold 5^" galvanized pipes and combined hot and cold faucets, 
centre outlet with N.P. centrifugal "S" trap. 

Fi^. F-166 to stand in centre of floor (as illustrated) 

Length 4' 0" 5' 0" 6' 0" 

Width 24" price with fittings $176.60 $214.70 $259.70 

Width 27" price with fittings 189.70 232.60 273.10 

Width 30" price with fittings 197.70 242.90 287.10 

Double faucets included 4 sets 6 sets 8 sets 

Fig. F-166 to stand against wall 

Length 3' 0" 4' 0" 5' 0" 6' 0" 

Width 18" price with fittings S121.50 $139.00 165.20 $197.50 

Width 24" price with fittings 137.50 158.40 187.40 223.30 

Double faucets included 2 sets 2 sets 3 sets 4 sets 

Height from floor to top of rim 26 or 31 inches, as desired. 

Similar trough lavatories for COLD water only are shown on page 91 

Faucets with spray otifJefs ca7i he supplied as fig. F-168 

Prices on application 
134 Craig Street. W. "M Montreal, Canada 
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Enamelled Iron Trough Lavatories 

Enamelled Iron Roll Rim ONE PIECE Trough Lavatory on Painted Iron Pedestals 




fig. F-167. To stand in centre oj floor 

ROLL RIM trough lavatory (or wash sink) on painted cast iron pedestals, with painted 
pipe supports, with one line of %" galvanized pipe and faucets for COLD water and 
cast ironj"S" Trap to floor. 

The illustration shows arrangement of faucets in 4'0" and 5'0" sizes. 



Length 


3'0" 


4' 0" 


5' 0" 


6'0" 


Price with fittings. . . 


$89.20 


$105.40 


$125.00 


1146.70 


Price with fittings. . . 


105.40 


124.80 


147.10 


172.40 


Price with fittings. . . 


115.00 


137.80 


165.10 


185.70 



Overall width 18 inches. 
Overall width 24 inches. 
Overall width 27 inches. 

COLD faucets inchided 2 pairs 2 pairs 3 pairs 4 pairs 
Height from floor to top of rim 26 or 31 inches, as desired 
Similar trough lavatories for HOT and COLD water are shown on page 90. 



Nickel-plated Combined Hot and Cold 
Faucets Supplied with Trough Lavatories 



With Spray Nozzle 



With Stream Nozzle 





With 

Gooseneck 

and 

Spray 

Nozzle 




Fi&, F-168 
14" Unions $11.60 



Fig. F'169 
14" Unions $10.00 



Fig.F-170 
K" Unions $12.80 




Quick opening type with lever handles can be supplied if desired. 



134 Craig Street. W. 




Montreal, Canada 
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Compression Basin Faucets 



HEAVY PATTERN 
With China Indexed Handle 



HEAVY PATTERN 
Lever Handle, Quick Opening 





Fig. F-lll 

Nickel-plated, per pair. . . 



$8.40 



STANDARD PATTERN 
With China Indexed Handle 



Fig. F-172 

Nickel^plated with China Handle, per pair $8.00 
Metal Lever Handles supplied, if preferred. 

STANDARD PATTERN 
Lever Handle, Quick Opening 





Fig. F-173 

Nickel-plated, per pair 



$6.80 



Fig. F-174 

Nickel-plated with China Handle, per pair 

With Metal Handle, per pair 



$7.00 
5.80 



Self-Closing Basin Faucets 

SELF-CLOSING and BALL BEARING 



SIX BALL HANDLE BALL BEARING 



/^ 




V 



Fig. F-175 
Nickel-plated, each , $6.30 




Compression Faucets fnot self-closing) to 
match, Nickel-plated, each 



6.30 



Fi^. F-176 
Nickel-plated , each $6.50 




134 Craig Street, W. 
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Compression Basin Faucets 



HEAVY PATTERN 
With Indexed Handle 



STANDARD PATTERN 

With Cross Handle 




Fi'g. F-1 77 

Nickel-plated, per pair 

If with Stuffing Box, per pair. . 




$6.60 
7.00 



Fig. F-178 

NJckei-plated, per pair , 



$5.50 



LONG SPOUT 
With Indexed Handle 



SHORT SPOUT 
With Indexed Handle 





Fig. F-179 

NickeKplated, per pair 



$5.80 



F/g. F-180 

Nickel-plated, per pair 



$5.80 



SIDE LEVER HANDLE 



DOUBLE SIDE LEVER HANDLE 




^ 




Fig. F-181 

Nickel-plated with China Handle, per pair 



$9.00 



Fig. F-182 
Nickel-plated with China Handles, each. . $18.00 





1- 






m 



it"1!» 



Metal Handles can be supplied with F-181 or F- 1 82 Faucets, if preferred 





134 Craig Street, W. 




Montreal, Canada 
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All- White China Lavatory Fittings 

China encasement of the working Brass parts and Overlap Handles concealing the Valve Stems 




Fig. F-1S3 



Fig. F-184 

White China encased Combination 

Basin Supplies and Popup Drain 

Per set $50.00 

This fitting is furnished for china- 
ware lavatory, with hooded over- 
flow (as illustrated), or for china- 
ware lavatory with open overflow, 
or for enamelled iron lavatorv, as 
may be required. 




Fig. F-185 



134 Craig Street, 



Fig. F-183 

White China encased Compression 
Faucets, per pair $24.00 

White China encased Self-closing 
' Faucets, per pair $32.00 

White China encased Popup Drai^n 
fitting, each $18.00 




Fig. F-184 



Fig. F-185 

White China encased Combination 
Basin Supplies and Popup Drain 
for Integral China Spout Lavatory. 

Per set $42.00 

These China encased fittings 
can also be supplied with built- 
in valves in wall, if desired. 

Prices on application 
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Lavatory Fittings 




Fig. F-186 

Nickel-plated combination Fitting with 
Hot and Cold compression Faucets, 
china handles and escutcheons, and popup 
drain fitting. Complete $27.00 






Fig. F-188 

Nickel-plated Popup Drain, with china 
knob, complete $8.40 

If with china knob and china escutcheon, 
complete $8.70 





Fig. F-187 



Nickel-plated combination Fitting^with 
Hot and Cold compression Faucets, 
china handles and escutcheons, and lift- 
out drain fitting. Complete $35.00 



y . \ 




Fig. F-189 



Nickel-plated combination Drain and 

Overflow, with china knob, complete 

$8.50 

If with china knob and china escut- 
cheon, complete $8.80 



^<s\r/^ 



134 Craig Street, W. 




Montreal, Canada 
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THOMAS ROBERTSON & COMPANY, LIMITED 



Lavatory 

and Pantry 

Faucets 



Fig. F-190 

With 
Indexed 
Handle 





Fig. F-190 

Nickel-plated compression faucet, with 
indexed handle $4.80 

These faucets can be supplied with china 
or metal lever handles, if preferred. 

Fig. F-191 

Nickel-plated self-closing and ball bear- 
ing faucet, with indexed handle .... $10.40 

Fig. F-192 

Nickel-plated, quick opening double 
compression faucet, with metal or china 
lever handles $21.00 

If with Indexed cross handle hot and 
cold compression faucets : $20.00 

For Shampoo Fittings 
see pages 103-105 



134 Craig Street, W. 
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Nickel-plated Lavatory Traps 




ADJUSTABLE "P " TRAP 

Plain 



ADJUSTABLE "P" TRAP 
With Vent to Wall 





Fig. F-193 



Fig. F-194 



1 K" each 



$4.80 



li^"each..., $6.00 



IM" with Vent, each 
ly/ with Vent, each 



S7.20 
9.70 



ADJUSTABLE "S*' TRAP 
Plain 



CENTRIFUGAL TRAP "S" 



"P" TRAP FOR IRON PIPE 






Fig. F-196 

Fig. F-195 

Plain With Vent 

IK", each Sfe.lO S8.00 

\y/, each 7.60 10.40 

Fic. F-196 

lH", each $4.00 

11^". each 5.50 

2", each 10.00 

* 

Fig. F-197 

IK"* each .'T.... $6.60 

11^", each 10.70 

2", each 20.00 

Fig. F-195 Fig. F-197 

134 Craig Street, W. )M{ Montreal, Canada 
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Barbers' Heavy Vitreous Ware 

Leg Lavatory 




iNil 



Fig. F-198 

Heavy vitreous ware leg lavatory with h(;oded overflow, integral china spout and mixing 

W Pc^nV^v!" '^r i"^^ ^""''^^^ ''°^ ^"^ ^^^^ compression valves with china handles 
and escutcheons for basin supply and for shampoo spray, N.P. outlet grating for con- 
tmuous dram, N.P. centrifugal "P" trap to wall, and iron wall brackets 

Size, inches 20 x 24. Bowl 12 x 16^. 
Price with fittings $186.00 

In this type oj fixture, the top is free of all metal fi.tlings. 
This barbers' lavatory can also be arranged with the four compression valves 
placed at the side of the fixture as fig. F. 199, or with combined mixing valves 

as fig. F-213-216 fixed above the lavatory or at the side. 



134 Craig Street, W. 



Montreal, Canada 
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Barbers' Heavy Vitreous Ware Leg Lavatory 



IT 



Illustrating the leg lavatory on 
preceding page, but with the 
built-in compression \-al\'es at 
right hand side. This leaves the 
wall above lavatory- free lor 
electrical apparatus, and the top 
of lavatorv is entlrelv clear. 

The combination valves 
and spray as fig. F-213, or 
the shampoo fittings fig. 
F-214-216 i^with MIXING 
Valves) can be supplied 
with this fixture, if preferred. 




TH O.MAS 

Robertson 
& Company 




fi"g. F-199 




i T 



Barbers* Heavy Vitreous Ware 

Hanging Lavatory 




Hea\ \ \ itreous ware Hanging 
LawiLory, nlcl<cl-plated hut and 
cold compression faucets, popup 
rlraln fitting with china knob, 
heavy cast iron wall brackets. 



Size Bowl 

21"x24"..12"x17" 



Price 
$53.00 



Kxtra for X.P. antrle supplies 
Avith stops, and centrifup,"al "P" 
trap tn wall $14.20 



Fiu. F-200 



This Lavatory can also be supplied with some of the Shampoo combinations 

shown on following pages. Prices on application. 



134 Craig Street, W. 
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Barbers' Heavy Vitreous Ware 

Hanging Lavatory 




Fig. F-201 

Hea^■y vitreous ware lavatory with integral china spout and mixing chamber, on cast 
iron wall brackets (as fig. F.200), combination hot and cold compression valves and 
popup drain httmg with china handles and escutcheons; built-in hot and cold compression 
valves with Shampoo Spray; N.P. angle supplies and stops, N.P. centrifugal "P" trap to 
wall (as fig. F-111). * 

Size, inches 21 x 24 Bowl 12 x 16^ Price with fittings $120.00 

This list price includes strong cast iron wall brackets, but we can supply special cast- 
iron brackets with wall carrier as Fig. F-109-110 if desired. Alternative price on 
apphcation. 

This Lavatory can also be supplied with some of the Shampoo combinations 

shown on following pages, according to requirements. 



134 Craig Street, W. 



Montreal, Canada 
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Barbers' Lavatories 

IN WHITE ENAMELLED IRON 
Enamelled on exposed surfaces and painted underneath 



— -T 



^S- 




Fig. F-202 

Enamelled iron Pedestal Lavatory with combination basin taucets and Spray Tube, 
angle supplies with stops, lift drain and centrifugal "P" trap to wall. 

Size 20" x2r Bowl lUA" x \5" Rear outlet. . ..Price with fittings. . S106.50 

Size 22" X 27" Bowl 13" x 17" Rear outlet, . . .Price with fittings.. 116.50 

Size 22" X 30" Bowl 13" x 17" Rear outlet. . , .Price with fittings . 122.00 

If supplied with fittings as Fig. F-203 (including mixing valve) add 35.60 



Combination basin supply and shampoo spray with 
hot and cold compression faucets for basin and hot 
and cold mixing valve with stop, rubber hose and 
spray nozzle $65.60 




Fig. F-203 




134 Craig Street, W. 
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Barbers' Lavatories 

IN WHITE ENAMELLED IRON 
Enamelled on exposed surfaces and painted underneath 
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Fig. F-204 



Enamelled iron la\'atory 
with \2" back and rear 
outlet, hot and cold com- 
pression faucets, popup 
drain fitting, hot and cold 
combination valves with 
rubber tube and shampoo 
spray, angle supplies with 
stops, and \\i" adjustable 
"P" trap to wall. 

Prices with fittings 

Size Bowl 

20"x24" 11" X 16" $84.00 

22"x27" 13"xl7" 98.00 

For other types of 
Shampoo combinations 
adaptable to above 
Lavatories, see following 

pa^es 



f 




^Xc ^.^"^ Craig Street, W. 



Enamelled iron Pedestal Lavatory 
with combination faucets and spray, 
switch control valve for basin supply 
and spray tube, rubber stopper and 
chain, angle supplies with stops, and 
centrifugal "P" trap to wall. 

Prices with fittings 
Size 20" X 24", Bow^l 12" x 15"$102.00 
Size 22" X 27", Bow^l 13" x 17" 112.00 
Size 22" X 30", Bowl 13" x 17" 118.00 

A larger illustration of 

this Spray Combination 

fitting will be found on 

page 103 (fig. F-208). 





Fig. F-IOS 



Montreal, Canada 
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Barbers' Lavatories 

IN WHITE ENAMELLED IRON 
With concealed Wall Hangers. Enamelled on exposed surfaces, painted underneath 

Enamelled Iron Hanging Lavatory with nickel- 
plated compression faucets, rubber stopper and 
chain, ane;le supplies witii stops, and IH" 
adjustable^"?" trap to wall. 

Prices with fittings 

Size Bowl Outlet Apron 

20"x24".. 11 1-4x141^".. Rear 5" 

22"x27"..1234xl6*i. . Rear 5" 

22"x30"..13" xm^". Centre V/g" 

Any o( the Combinations shown below are 
adaptable to this Lavatory. 





Price 
S54.00 
64.00 

72.50 



Fig. F'206 






Fig. F-207 



Nickel-plated combination Basin Faucets and 
Spray Tube, china lever handles S32-00 



Nickel-plated Combination Faucets and Spray, 
with Switch Control Valve for basin supply and 
SpraY_Tube $33.00 





^- 



N.P. Shampoo Combination, quick-opening 
lever handle faucets $25.00 

If supplied with faucets as Fig. F-21f) $18.00 





Fig. F-210 



N.P. Slianipoo Combination with Control 
Stop and Rasin Supply $25.20 



134 Craig Street, W. 





Montreal, Canada 
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Barbers' Lavatory Fittings 



\ 



Quick-openijQg Double Faucet 



Quick-opening Double Faucet with Spray Tube 



-*;' 




These Double Faucets 
can also be supplied 
with N. P. metal lever 
handles, if preferred, or 
with regular compres- 
sion faucets having 
indexed cross handles, 
at same prices. 



Fig. F-211 

Nickel-plated quick-opening double 
faucet, with china lever handles, and 
stream nozzle $20.00 



, ---■*• 
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Built-in Shampoo Fittings 



Fig. F-213 

Built-in hot and cold com- 
press ion ^-al ves \vi th ch i na 
handles and escutcheons, rub- 
ber tube and spray nozzle with 
hook. 

Price $22.00 



Fig. F-214 

Built-in hot and cold mixing 
valve with stops, control 
valve lor shampoo spray, 
china handles and dial and 
escutcheons, rubber tube and 
spray nozzle with hook. 

Price $50.00 



V^^^ 



t 
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Fig. F-213 



...?l_l_Craig Street, W. 
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Nickel-plated quick- opening double 
faucet with china lever handles, spray 
tube and hook $22.00 



Montreal, Canada 
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Barbers' Lavatory Fittings 





Combination hot and cold mix- 
ing valve with spray tube hav- 
ing flow control, adaptable to 
the lavatories shown on pages 
97-99. 
Price as illustrated $44.00 



By the addition of a control 
stop, fixed underneath or 
wherever wanted, this mix- 
ing valve will serve also for 
the basin supply. Alternative 
prices on application. 




:-*! 
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Fig. F-215 



^ 



Built-in Shampoo Fittings 




Built-in combination hot and 
cold mixing valve with spray 
tube having flow control, ad- 
aptable to the lavatories shown 
on pages 98-100. 

Price as illustrated $41.00 



^ 



This mixing valve will also 

serve for the basin supply by 

the addition of a control stop* 

fixed where most convenient. 

Alternative prices on 

application. 



Fig. F-216 
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Heavy Vitreous Ware Dental Lavatory 




With 
Flushing Rim 

Heavy vitreous ware Dental Lava- 
tory with integral mixing chamber 
and spout, integral grid outlet, iron 
wall hanger, hot and cold com- 
pression valves with china handles 
and escutcheons. N.P. angle sup- 
plies with stops, and adjustable 
"P" trap to wall. 

Size 123^^' X 14" 
Price with fittings $66.50 



Fig, F-217 



Manicure Table 



In Heavy Vitreous Ware with 

integral supply and 

overflow 

Vitreous ware leg, and 
N.P. wall brackets 

Length 36" Width 18" 

Bowl 6],^" diaim. Height 30" 

N.P. Combination Supply and 
Waste Fittings, Trap to Wall, 
and Supply Pipes with Control 
Valves. 

Price on application 
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Fig. F-218 



134 Craig Street, W. 




Montreal, Canada 
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Hospital Fixtures 
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SURGEON'S LAVATORY 
WITH INSTRUMENT TRAYS 

In hea\'y Vitreous Ware 

Size Overall 36" x 24" 
Bowl 17" x 13" Trays 143^" x 63^" 

Lavatory only, with cast iron 
carrier, strainer, and adjustable 
"P" trap $356.00 

M.P. wrist action hot and cold 
mixing- valve with spray nozzle, 
loose-key angle stops and elbow 
couplings to wall $66.00 



L_^ 



Fig. F-219 



$344.00 



Similar lavatory on \^itreous ware legs with 
iron straps to wall 

N.P. wrist action hot and cold mixing valve 
with spray nozzle, loose-key angle stops 
and elbow couplings to wall 

Illustrations of other types of Hospital Lavatories 
and Sinks furnished on application 



$66.00 



m 





Fig. F-221 



Fig. F-220 

PEDESTAL BIDET 

In heavy Vitreous W^are 

Length 23" "Width 15" 

Height 16" 

Pedestal Bidet with flushing rim, 
fitted with combination hot and 
cold supplies to bidet and to the 
flushing rim, china cross handles 
and escutcheons, popup drain fit- 
ting, N.P. supply pipes to floor 
with stops. 

Price, as specified $143.00 

Quotations for other types of 
Bidets on application 





134 Craig Street, W. 



Montreal, Canada 
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Hospital Fixtures 

CLINIC SLOP SINKS WITH FLUSHING RIM 



F/g. F-222 



Heavy vitreous ware SYPHOX JET 
hospital slop sink with high-up 
flushing tank and N.P. \)^" flush pipe 
with connections, N.P. hot and cold 
compression valves with long nozzle 
having hook for pail, and brace; N.P. 
supplies to floor with stops, and china 
strainer. 



Size 20" X 20" 



Price as specified 



$440.00 




Similar Slop Sinks can be supplied 
in white porcelainware, sizes 
24" X 20" and 22" x 18^ if desired. 

Prices on application 



134 Craig Street. W 



Heavy vitreous ware SYPHON 
JET hospital slop sink with N.P. 
flushing pipe and flush valve with 
china oscillating handle, N.P. hot 
and cold compression valves with 
long nozzle having hook for pail, and 
brace; N.P. supplies to floor with 
stops, and china strainer. 



Size, 20" X 20" 



Price as specified 




$380.00 



The same slop sink is illustrated 
below, with high-up flushing 
tank instead of flushing valve. 




Fig. F-223 




Montreal, Canada 
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Hospital Fixtures 

CLINIC SLOP SINKS WITH FLUSHING RIM 
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WALL HANGING 

SLOP SINK WITH 

BEDPAN JET 

Heavy vitreous ware wall-hanging slop 
sink, with special cast-iron carrier; N.P. 
flush pipe and flush valve with oscillating 
handle and angle stop; elbow action 
combination hot and cold supplies with 
stops, N.P. spout, hook for pail, and 
brace; N.P. Bedpan Jet with built-in 
hotand cold supplies, china cross handles. 



Width of bowl 24", Front to back 23 



I'f 



Price as specified $360.00 



PEDESTAL 

SLOP SINK WITH 

BEDPAN JET 

Heavy vitreous ware slop sink with 
concealed flush pipe and flush valve with 
oscillating handle; built-in connbination 
hot and cold supplies with N.P. spout, 
hook for pail, and brace; N.P. Bedpan 
Jet with built-in hot and cold supplies, 
china cross handles, china bolt caps. 

Size 24" x 20" Height 20" 

Price as specified $300.00 

This slop sink can also be 
furnished with wrist-action sup- 
plies, or other fittings, also 
without Bedpan Jet, if desired. 

Prices on application 




Fig. F-225 



Many other types of special slop sink fixtures can be supplied, 
to suit the multifarious requirements of Hospitals, Asylums, etc. 
Illustrations and prices will be furnished on request. 



'<^ 13 4 C r a i g Street, W. 
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Hospital Fixtures 
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/'ig. F-226 

PORCELAIN INFANT BATH WITH DRAIN SHELF 

on porcelain legs. 

Thermostatic hot and cold mixer with thermometer and 
supplies, with compression stop. 

Goose-neck spout with hose and spray, N.P. strainer and 
adjustable "P" trap. 

Size overall 42" X 28" Bath 21" x9H" Drainer 28"xl7'' 

Price on appHcalio?i 




Fig. F-228 





CONTINUOUS FLOW 
PORCELAIN BATH 

Five Bell supplies with com- 
pression stop. 

Thermostatic hot and cold 
mixer with thermometer and 
supplies, with loose key stops 

Extra large lift drain and 
overflow. 

Length 5' 6" 6' 0" 6' 6* 
Width 2' 6" 2' 9" 2' 9" 

Prices an application 





jm 




' ^^^^^^^^^^^^^^^^^^^^h7I 


J 




y 




\^^^3^m - .^^^^^^^^^^B 


^ 


Hf- 




^^^^^^^Ri^^^^^^^^V ^^1 


1 


• 


11 


^^■ba^^^^ 


s' 




^' 






Fig. F-227 

PORCELAIN INFANT BATH 
WITH TWO DRAIN SHELVES 

on porcelain pedestals 

Thermostatic hot and cold mixer, 
and supplies with loose-key stops. 

Two-part supply pipe with com^ 
pression stops, two hose pipes and 
sprays. 



* * T>1 » 



N.P. strainer and adjustable 
P" trap. 

Size overall 72" x 26" 
Bath 21" X 14* 

Price on application 
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Heavy vitreous ware flatback 
prison lavatory fixed to wall 
with 4 bolts, integral nozzle 
and self-closing COLD supply 
with push-button and N.P. wall 
plate, non-removable stopper 
and drain connection through 
wall. 

Size 14" X 18" 
Price with Fittings 177.00 

Note. — This fixture also 
serves asaDrinkingFountain. 
When the hand is placed over 
the supply to basin, the jet 
passes upward through the 
small hole in the top of 
nozzle. 





Fig. F-230 



Fig. F-229 



Fig. F-230 is a sectional \iew of 
the la\atory. .showing the non- 
removable stopper and outlet 
connection, also the self-closing 
supply \al\e with connecting 
pipe to nozzle. The small hole in 
top of nozzle, to form a jet for 
drinking (when the supply to 
basin is co\'ered by the hand), is 
also shown. 

This fixture can be supplied 
with other fittings, to suit 
local conditions or special 
requirements. 

Prices on application 
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Enamelled Iron Prison Lavatories 
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TMOMAS 
ROBERTSON 



fig. F-in 



Enamelled Iron Prison Lavatory with 
soap-dish extension, self-closing push-in 
supply with N.P. wallplate and nozzle, 
outlet strainer and drain to wall. 
Length XT Bowl 9>^" x 12" 
Price with fittings $35.00 
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Fig. F-233 




Fig. F-232 

Enamelled Iron Prison Lavatory with 
outlet threaded for iron pipe, N.P. self- 
closing faucet and outlet strainer. 

Length 12" Bowl 9}4" Diameter. 

Price with fittings $16.70 

Heavy 
Vitreous Ware 
Prison Closets 



*'BORDO" 

PRISON COMBINATION 

Extra Heavy Chinaware Washdown 
Bowl, with Integral Seat, Outlet 
through Wall. 

Concealed ROYAL Flush Valve with 
China Push Button and N.P. Wall 
Flange. 

Price, complete $80.00 

If wall is moie than 4 inches 
thick, a small extra is charged for 
valve connections. 

HOSPITAL and PRISON CLOSETS 

can be supplied in various types to suit 
special or local conditions. 

Prices on application 
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Enamelled Iron Prison Lavatory and 

Closet Fixtures 
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THOMAS 
ROBERTSON 



Fig. F~234 



¥r 



prnamelled iron prison closet fixture with inteirral seat and flushing rim, Hanged "P" 
trap to wall, self-closing concealed tiush \al\e with push button and X.P. wall plate; 
enamelled iron la\-atory with si)a|:)-dish e\tensi(tn. self-rlosinsr COLO siippK" with push 
button and Nd', wall i)iate. N.P. spout, outlet strainer and drain to wall. 



Price Cor closet fixture with flush \alve 
Price for lavatory with fittings 



$62.00 
35.00 



K} 



Fittings as above described are for steel or marble partitions. Fittings for 

masonry or brick walls, not exceeding 13 inches thick, can 

be furnished at an extra charge. 



if-' 
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Closet Fixtures with "Royal" Flush Valves 




For the better class of installations these "ROYAL" FLUSH VALVES are rapidly sup- 
planting all other methods of flushing Water Closets, Urinals, and Slop Sinks. 

These Valves flush the same amount of water at each operation, regardless of whether 
the Handle (or Push Button) is held or released, and thus automatically prevent either 
an excessive or an insufficient flush, which is a very important feature where V^alves are 
used by the general public. 

They can be used on either direct or storage tank supply, and do not require regulating 
for any pressure between 5 and 100 lbs. Each Valve is thoroughly tested before leaving 
the factory. 

They are noiseless, easy to operate, simple in construction, and have a wide range of 
service, either exposed or concealed. 




a 



SIRDAR" 



White Chinaware Syphon Jet Bowl, 
Brass Spud Connection and Floor Flange, 
Nickel-Plated Brass "ROYAL" Flush 
Valve with Oscillating Lever Handle 
and back inlet with straight stop. 
Oak Seat and Cover with N.P. Bar 
Hinge. 



Price complete 



$60.00 



If stop is not required, deduct $4.00 



^ 



For other types of seats 
see pages 132-136 



F/g. F-235 
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Closet Fixtures with ''Royar' Flush Valves 




"SIRDAR" 

White Chinaware Syphon Jet Bowl. 
Brass Spud Connection and Floor Flange. 

Nickel-Plated Brass "ROYAL" Flush 
Valve with Oscillating Lever Handle, and 
side inlet with angle stop. 

Oak Seat with N. P. Bar Hinse. 



Price complete 

If with Cover to Seat. . . .complete 
If angle stop is not required, deduct 

For other types of seats 
see pages 132-136 



$58.50 

60.00 

4.00 




1 



Fig. F-237 




> r 



Fig. F-236 



'SIRDAR" 

White Chinaware Syphon Jet Bowl. 
Brass Spud Connection and Floor Flange. 

Nickel-Plated Brass "ROYAL"' Flush 
Valve with Push Button and back inlet with 
Straight Stop and 18 in. Flush Pipe. 

Oak Seat with N. P. Bar Hinge 

Price complete $60.50 

If with Cover to Seat. . . .complete 62.00 
If stop is not required, deduct 4.00 

If preferred, the flush valve can be 
supplied with oscillating handle, and also 
with side inlet and angle stop, at same 
price. 

For other types of seats 
see pages 132-136 



The above arrangements of Valve can 
adapted to the other types of Bowls. 
Prices on application. 
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Closet Fixtures with "Royal" Flush Valves 



1 




Fiu. F-238 



"SIRDAR" 

White Chinaware Syphon Jet Bowl. 
Brass Spud Connection and Floor Flange. 

Concealed "ROYAL" Flush Valve with 
China Push Button and N.P. Wall Flange, 
and rough brass stop (in corridor behind 
wall). 

Oak Seat with N. P. Bar Hinge 

Price complete $62.70 

If with Cover to Seat. . . .complete 64.20 
If stop is not required, deduct 4.00 

If wall is more than 4 inches thick, a 
small extra is charged for Valve con- 
nections. 

For other types of seats 
see pages 132-136 



'' REVERSO '' 



White ChinaAvare Washdown S>phonic Bowl with Back Trap and Jet. Brass Spud 
Connection and Floor Flange. Nickel-Plated Brass "ROYAL" Flush Valve with 
Oscillating Lever Handle and back inlet with straight stop. Oak Seat with N. P. Bar 
Hinge. 

Price with standard seat 
complete $52.10 

If with Cover to Seat 
complete 



53.60 



Price with open front and 
back seat, as illustrated, 
complete 



58.30 



;'REVERSO" Washdown Syphon- 
ic Bowl, with extended lip and 
open-front seat to suit, 

complete $66.00 

If with cover to seat 

complete 68.00 

Price, with open front and 
back seat, as illustrated, 
complete 69.00 

If stop is not required, de- 
duct 4.00 




Fig. F-239 
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Closet Fixtures with "Royal" Flush Valves 



'*BELLCO" 

Heavy Chinaware Syphon Jet Bowl 
with Extended Lip: Brass Spud Connec- 
tion and Floor Flange; Nickel-plated 
Brass "ROYAL" Flush Valve with 
Oscillating Lever Handle and Back 
Inlet with Straight Stop; Oak Seat 
(Open Front) wdth Reinforced Nickel- 
plated Bar Hinge. 

Price, complete $72.00 

If with Cover to Seat, complete 76.00 
If stop is not required, deduct . . 4.00 




;irffiKr,'' . <' 



J 



Fig. F-241 



r 




Fig. F-240 



"BELLCO" 

Heavy Chinaware Syphon Jet Bowl with 
Extended Lip; Brass Spud Connection 
and Floor Flange; Nickel-plated Brass 
"ROYAL" Flush Valve with Oscillating 
Lever Handle and Back Inlet with 
Straight Stop; Oak Seat (Open Front 
and Back) with Special Reinforced N.P. 
Hinge. 

Price, complete §73.00 

If with Cover to Seat, complete. 78.00 
If stop is not required, deduct. , 4.00 



For other types of seats 
see pages 132-136 



If preferred, the flush valve can be supplied with side inlet and angle 

stop for both the above fixtures, at the same price. 
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Closet Fixtures with "Royal" Flush Valves 
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" VICTOR 



?» 



White Chlnaware Washdown Syph- 
onic Bowl, Brass Spud Connection 
and Floor Flange. 

Nickel-Plated Brass "ROYAL" Flush 
Valve with Oscillating Lever Handle 
and Back Inlet with straight stop. 
Oak Seat with N.P. Bar Hinge 

Price complete $48.60 

If with Cover to Seat com- 
plete 50.10 

If stop is not required, deduct 4,00 

For other types of Seats 
see pages 132-136 



Fig. F-242 



Wall Closets with '^Royar^ Flush Valves 



"SUSPENDO" 

Heavy Chinaware Syphon Jet 
Wail Hung Bowl 

Special Wall Bracket and Bolts. 

Concealed'ROVAL" Flush Valve 
with oscillating handle, N.P. wall 
flange and rough brass stop (^in 
corridor behind wall). 

Price as specified $112,50 
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If with extended lip 
(as illustrated) add 



6.00 



For prices of Seats, 
see pages 132-136 

If wall is more than 4 inches 
thick, a small extra is charged for 
valve connections. 

See page 143 for illustration of 
wall-hung bowl only. 




-4 




Fig. F-243 



Other types of fittings can be supplied to suit local requirements 

Prices on application 
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''The Collegiate" Closet with 
Seat-Action Flush Valve 



specially suitable for 

SCHOOLS, RAILWAY 
DEPOTS AND PUBLIC 
BUILDINGS 

Heavy Chinaware Washdown 
Syphonic Bowl, Oak Seat with 
Special Reinforced N.P. Hinge, 
Seat operated flush valve set in 
china with straight Stop. 

Price complete $95.00 



V 



Fig. F-244 



Extra Heavy Prison Closet with 

Concealed Flush Valve 




"BORDO'' 

PRISON COMBINATION 

Extra Heavy Chinaware Washdown 
Bowl, with Integral Seat, Outlet 
through Wall; Concealed "ROYAL" 
Flush Valve with China Push Button 
and N.P. Wall Flange and rough 
brass Stop (in corridor) 

Price complete $80.00 

If wall is more than 4 inches thick, a 
small extra is charged for valve 
connections. 

Hospital and Prison Closets can 

be supplied in various types to 

suit special or local conditions. 

Prices on application 



Fig. F-245 
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Closet Fixtures with "Teck" Flush Valves 




Fig. F-246 



*'BELLCO'' 

Heavy Chinaware Sj'phon Jet Bowl 
with Extended Lip. 

Brass Spud Connection and Floor 
Flange. 

Nickel-Plated "TECK" Flush 
Valve with Oscillating Lever Handle, 
and side inlet with Ang^le Stop. 

Oak Seat (Open Front) with Semi- 
Reinforced Nickel-plated Bar Hinge. 

Price, complete $72.00 

If with Cover to Seat, complete 76.00 
If Stop is not required, deduct 4.00 

These "TECK" Valves embody all 
the latest advantages and improve- 
ments. The period of flush may be 
regulated without turning ofif the water 
by simply removing two screws and 
turning the by-pass. Any dirt in the 
by-pass can at once be removed with- 
out further dismantling the valve. 

The "TECK" Flushing Valve can 
be adapted to all clo&et fixtures 
shown on preceding pages. 



The "One-Piece" Water Closet 



A one-piece fixture, no tank to attach to 
wall, only two connections^outlet from 
bow] and supply to tank; quiet in operation, 
powerful flushing action and thoroughly 
cleansing; cover fastened to tank. Made 
of the highest grade vitreous china. 

Price Complete 

With Mahogany Finish Seat and 

Cover $ 94.00 

With White Enamelled Seat and ■ 

Cover 104.00 

Can be installed in any roughing-in 

twelve inches or over 




Fig. F-247 
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Closet Fixtures with Lowdown Tanks 



**SI-LO'' NOISELESS 

Heavy Chinaware Syphon Jet 
Bowl. 

Brass Spud Connection and 
Floor Flange. 

Chinaware Lowdown Tank, 
complete with Fittings. China 
Flush Connection, and N.P. 
Supply Pipe to Floor. 

White Pyralin Seat. Cover, 
and Hinge. 

Price complete Sill. 00 

If with Extended Lip (as Fig. 
F-297) and Seat to suit.. 129.00 

Extra for Stop on SuppK" Pipe. 
' 2.50 




Fig. F-249 




134 Craig Street, W. 
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Fig. F-248 



^'EMPIRE" 

White Chinaware S)-phon Jet 
Bowl. 

Brass Spud Connection and 
Floor Flange. 

Chinaware Lowdnwn Tank 
complete with Fittings, N.P. 
Flush Connection and Supply 
Pipe to Floor with Stop. 

White Pyralin Seat and Cover 
with nickel-plated Bar Hinge. 

Price complete $71.50 

Extra for W'h i te Chi naware 
Sleeve Covering Flush con- 
nection 5,00 

For other types of Seats, 
see pages 132-136 
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Closet Fixtures Avith Lowdown Tanks 



"EMPIRE" 

White Chinaware Syphon Jet 
Bowl. 

Brass Spud Connection and 
Floor Flange. 

Chinaware Lowdown Tank, 
complete with Fittings, N.P. 
Flush Connection and N.P. 
Supply Pipe \\'ith Stop. 

Oak Seat and Co^er with 
N.P. Bar Hinge. 

Price complete. . . . $64.50 

For Mahogany finish Seat, 
piano polish, add 1.30 



Fig. F-251 




— .£& 





134 Craig Street, W. 



Fig. F-250 



* 'EMPIRE" 
with Extended Lip 

White Chinaware Syphon Jet 
Bowl. 

Brass Spud Connection and 
Floor Flange. 

Chinaware Lowdown Tank, com- 
plete with Fittings, N.P. Flush 
Connection and Supply Pipe to 
Floor. 

White Pyralin Seat with Open 
Front and Reinforced N.P. Hinge. 
Price complete $79.50 

Extra for Cover to Seat.... 7.00 

Extra for Stop on Supply 

Pipe 2.50 

Extra, for White Chinaware 
Sleeve Covering Flush 
connection 5.00 

For other types of Seats 
see pages 132-136 
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Closet Fixtures with Lowdown Tanks 



"EMPIRE" 

White Chinaware Syphon Jet Bowl, 
Brass Spud Connection and Floor Flange, 
Oak Lowdown Tank, complete with 
Fittings, N.P. Flush Connection and 
Supply Pipe to Floor, Oak Seat and 
Cover, with N.P. Bar Hinge. 

Price complete $57.00 

Extra for Stop on Supply Pipe. . 2.50 




Fie. F-252 
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REVERSO 



*t 



With Extended Lip and Jet 

White Chinaware Washdown Syph- 
onic Bowl, with Reverse or Back 
Trap, Brass Spud Connection and 
Floor Flant^e, Chinaware Lowdown 
Tank complete with Fittings, N.P. 
Flush Connection and Supj^K- Pipe 
with Angle Stop, White Pvralin 
Finish Seat with Open Front and 
Co\'er and Reinforced X.P. Hinge 

Price complete $84.00 

If with Oak Lowdown Tank and 
Oak open front Seat and Cover, 
with N.P. bar hinge. 

Price complete $67.00 

For other types of Seats 
see pages 132-136 
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Closet Fixtures with Lowdown Tanks 




L...^... 



J 



Fig. F-2S4 



"REVERSO" 

White Chinaware Washdown 
Syphonic Bowl, with Reverse or 
Back Trap. 

Brass Spud Connection and 

Floor Flange. 

Oak Lowdown Tank, complete 
with Fittings, N.P. Flush Con- 
nection and Supply Pipe to Floor. 

Oak Seat and Cover, with N.P. 
Bar Hinge. 
Price complete $49.50 

Extra for Stop on Supply Pipe 
$2.50 

For other types of Seats 
see pages 133-137 



134 Craig Street, W. 
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'*REVERSO" 

White Chinaware Washdown 
Syphonic Bowl, with Reverse or 
Back Trap. 

Brass Spud Connection and 
Floor Flange. 

Chinaware Lowdown Tank com- 
plete with Fittings, N.P. Flush 
Connection and Supply Pipe to 
Floor. 

Oak Seat and Cover with N.P. 
Bar Hinge. 

Price complete $51.50 

For Mahogany finish seat, piano 
polish, add $1.30 

Extra for Stop on Supply Pipe 
$2.50 

For other types of Seats 
seepages 132-136 




Fig. F-255 




Montreal, Canada 




I- 

rr 






< 





THOMAS ROBERTSON & COMPANY, LIMITED 



Page 125 
' H 




Closet Fixtures with Lowdown Tanks 

f 



*'RE VERSO" 

With ENAMELLED IRON 
TANK 

White Chinaware Wash- 
down Syphonic Bowl, with 
Reverse or Back Trap, 
Brass Spud Connection and 
Floor Flange, Enamelled 
Iron Lowdown Tank, com- 
plete with Fittings, X.P. 
Flush Connection and Sup- 
ply Pipe with Stop. 

Oak Seat and Cover with 
N.P. Bar Hinge. 

Price complete. . . . $62.30 

For Mahogany finish Seat, 
piano polish, add 1.30 

For other types of Seats 
see pages 132-137 
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Fig. F-256 



Enamelled Iron Tanks can be supplied with any other type of 
washdown syphonic bowls. Prices on application. 




it 



REVERSO 



M 



With SELF-RAISING SEAT 

White Chinaware \\ ash down Syphonic Bowl, 
with Reverse or Back Trap, Brass Spud 
Connection and Floor Flange, Oak Lowdown 
Tank, complete with Fittings, N.P. Flush 
Connection and Supply Pipe to Floor, Oak 
Self-raising Seat (without Co^'er) , Ball-weights. 
Semi-reinforced N.P. Hinge. 



Price complete 

If Hinge is Fully Reinforced (as Fig. 
F-288,) complete 

Extra for Stop on Supply pipe 



S60.00 

64.70 

2.50 



Fig. F-257 



Self-raising seats can be supplied with 
other types of bowls, if desired. 

Prices on application. 



134 Craig Street. W. 
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Closet Fixtures with LoAvdown Tanks 




Fig. F'258 



''VICTOR" 

White China-ware Washdown Syph- 
onic Bowl, Brass Spud Connection and 
Floor Flange, Oak Lowdown Tank, 
complete with Fittings, N.P. Flush 
Connection and Supply Pipe to Floor, 
Oak Seat and Cover, with N.P. Bar 
Hinge. 

Price complete 



$46.00 




If supplied with Oak woodstrip Seat 
and Cover, with N.P. Hinges, 
Price complete $44.00 



Extra for Stop on Supply Pipe 

For other types of Seats 
see pages 132-137 



* 'VICTOR 



1) 



With Chinaware or Enamelled 

Iron Tank. 



White Chinaware Washdown 
Sy phonic Bowl, Brass Spud 
Connection and Floor Flange, 
Lowdown Tank complete with 
Fittings, N.P. Flush Connection 
and Supply Pipe to Floor, Oak 
Seat and Cover, with N.P. Bar 
Hinge. 

Price complete with China- 
ware Tank $52.00 

Price complete with Enam- 
elled Iron Tank 56.40 

For Mahogany finish seat, 

piano polish, add ■ 1.30 

Extra for Stop on Supply Pipe 2.50 




134 Craig Street, 
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Closet Fixtures with Composition 

Lo^vdo^vn Tanks 



'* VICTOR" 

White Chinaware W a s h d o w n 
Syphonic Bowl. 

Brass Spud Connection and Floor 
Flange. 

White composition Lowdown Tank 
complete with Fittings, N.P. Flush 
Connection and Supply Pipe to Floor. 

Oak Seat and Cover, with N.P. 
Bar Hinge (as shown). 

Price complete $54.00 

For Mahogany finij^h seat, piano 
polish, add 1.30 

If with Oak Woodstrip Seat 
and Cover. 

Price complete 152.00 

Extra for Stop on Supply Pipe 2.50 



Fig, F-261 
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Fig. F-260 

**VICTOR" 

White Chinaware Washdown 

Syphonic Bowl. 

Brass Spud Connection and 
Floor Flange. 

Oak finish composition Low- 
down Tank complete with Fittings, 
N.P. Flush Connection and Supply 
Pipe to Floor. 

Oak Seat and Cover, with N.P. 
Bar Hinge (as shown). 

Price complete $49.00 

If with Oak Woodstrip Seat 

and Cover. 

Price complete $47,00 

Extra for Stop on Supply Pipe 
2.50 

For other types of Seats 
see pages 133-137 
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Seat-Action Closet Fixtures 





Fig. F-262 

''VICTOR'' 

With Enamelled Iron Tank oper- 
ated_by Seat-action. 

White Chinaware Washdown 
Syphonic Bowl. Brass Spud Con- 
nection and Floor Flange. 

Enamelled Iron Lovvdown Tank 
complete with fittings, N.P. flush 
pipe with angle stop. 

Ball weight seat-action appliance 

with open front Oak Seat. 

Price complete. $75.20 

This Enamelled Iron Lowdown 
Tank with Seat-Action appliance 
can also be supplied with 
"REVERSO" back trap bowl. 

See Fig. F-256-257 



134 Craig Street, W. 



''REVERSO" 

With Flush Valve operated by 
Seat-action. 

White Chinaware Washdown 
Syphonic Bowl with Reverse or Back 
Trap. Brass Spud Connection and 
Floor Flange. 

"ROYAL" Flush Valve operated 
by Seat-action with straight or angle 
stop. 

With Oak Seat and extended 
lip bowl. 

Price complete $85.00 

With Whale-bone-ite seat (as 
shown) and extended lip bowl. 

Price complete $100.00 

With Whale-bone-ite seat (as 
shown) and regular bowl as fig. F-308. 

Price complete $88.50 

Extra for Wall Bumper (as shown) 
$1.30 




Fig. F-263 
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THOMAS ROBERTSON & COMPANY, LIMITED 




Closet Fixtures with High-up Tanks 



**SIRDAR" 

White Chiiiaware Syphon Jet Bowl. 

Brass Spud Connection and Floor Flange. 

Oak Seat and Coyer with N. P. Bar Hinge. 
N. P. Flush Pipe and Connections. 

Oak Tank 20" x 9" x 10" with Fittings, N. P. 

Chain with China Pull. 

Price complete $66.50 

Extra for N. P. Straight Supply Pipe.. 6.60 





Fig. F-Z64 

'*REVERSO" 

White Chinaware Washdown Syphonic 
Bowl, with Reverse or Back Trap. 

Brass Spud Connection and Floor Flange 

Oak Seat and Cover with N. P. Bar 
Hinge. 

N. P. Flush Pipe and Connections 

Oak Tank 17" x 8" x 10" with Fittings, 
N. P. Chain with China Pull. 

Price complete $48.00 

Extra for N. P. Supply Pipe with 

Offset 6.60 

Extra for Extended Lip bowl with 
Seat and cover (as fig. F-277) 
with semi-reinforced hinge 16.00 



Fig. F- 265 



For other types of Seats 
see pages 133-137 




134 Craig Street, W. 




Montreal, Canada 



Page t29 





IIKII 



WA\ 




IP 



I y 

I ■ 



■ i * 



I i 

L I 







tt^'ii 



, \ 






jL<' 



\ 



iMiJ 




n 



ii 



-" t! 



J' 



U^' 



^ 



t 



* 



*. 



,J.v .-, 



Page 13ff 





\t4\\ 



S 
I 




7SS^ THOMAS ROBERTSON & COMPANY, LIMITED 



"TSTT^ 



Closet Fixtures With High-up Tanks 




t « 



RUSH " 



1 



' 



White Chinaware Washdown Syphonic 
Bowl, Brass Spud Connection and Floor 
Flange, Oak Seat and Cover, N.P. Bar 
Hinge; X.P. Flush Pipe and Connections. 
Oak Tank 17" x 8" x 10" with Fittings, 
N.P. Chain with China Pull. 

Price complete $47.00 

For Open Front Seats 
see pages 133-136 




Fig. F-266 



*' RUSH " 

White Chinaware \\'ashdown Syphonic 
Bowl, Brass Spud Connection and Floor 
Flange, Oak finish Seat and Cover, Top 
Hinges. Round Cornered Pine Tank 17" 
X 8" X 10" with Fittings, Chain and Pull. 
Price complete (no Flush Pipe) . . $30.00 



Price complete (less Flush Pipe 
and less cover to seat) . . . , 



Extra for Lead Flush Pipe 



29.50 



6.00 




Fig. F-267 
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Closet Fixtures with High-up Tanks 



**LTXPRESSE" 

Especially suitable for Factories, etc. 

White Chinaware Washdown Bowl and 
Trap; Oak finish Seat, N.P. Hinges; 
Galvanized Flush Pipe and Rubber Con- 
nection; Oak Tank 17" X 8" X 10" with 
Fittings, Chain and Pull. 

Price complete $37.00 

If with Cover to Seat, complete. . 38.00 

Extra for Flange Outlet to Bowl, 
including Brass Floor Flange, 
etc. 




2.30 



If Self-raising open front seat (as 
Fig. F-289) with reinforced 
hinge, is supplied, price complete 






50.00 



For illustrations of Seats witH 
reinforced hinges, see page 136 
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Fia. F-269 



Fig. F-26S 

^^ RICHELIEU" 

White Chinaware Washout Bowl and Trap 
with Rubber Connection; Oak finish Seat 
with N.P. Brass Hinges; Oak Tank 17" x 
S" X 10" with Fittings, Chain and Pull. 

Price complete (no Flush Pipe) . . $32.00 
Extra for Lead Flush Pipe 6.00 

ALTERNATIVE FIXTURE 

White Chinaware Washout Bowl and Trap 
with Rubber Connection; Oak finish Seat 
with N.P. Steel Hinges; Round Cornered 
Pine Tank 17" x 8" x 10" with Fittings, 
Chain and Pull, (as Fig. F-267). 

Price complete (no Flush Pipe) . . $29*00 
Extra for Lead Flush Pipe 6.00 
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Closet Seats 



H-\LF SADDLE PATTERN 



PLAIN PATTERN 






Fig. F-270 

White Pyralin Seat aad Co\^r Hinge 
also Covered S^T.OO 



Fig. F-271 

White P>Talin Seat and Co\'er (.Hinge 
also covered), $22.00 



Also supplied in Colored Enamels, if desired 

Prices on application 




k r 




Fig. F-272 

White P\xalin Seat and Co\-er \i-ith 
N.P. Bar Hinge $17.00 

White E naraelled Seat and Cover, 
with N.P. Bar Hinge $13.00 



Fig. F-273 

\\"hite Duco enamelled Seat and Cover, 
w-ith X.P.Bar Hinge $12.00 

Extra for Duco enamelled Hinge. S5.40 



For Open Front Seats see pa^es 133-136, Open Front and Back, pages 134-135 



r 
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THOMAS ROBERTSON & COMPANY, LIMITED 



Open-Front 

Fig. F-274 
FOR STANDARD BOWL 

White Pyralin, with semi- 
reinforced Hinge. 

Seat only..... S15.00 

Seat and Cover 22.00 

White Pyralin, with fully 
reinforced Hinge 

Seat only S20.00 

Seat and Cover 27.00 



Closet Seats 




Fig, F-275 

Fig. F-276 

FOR STANDARD BOWL 

With semi-reinforced Hinge 

Oak Seat only $9.00 

Oak Seat and Cover 11.00 

With fully reinforced Hinge 

Oak Seat only $13,50 

Oak Seat and Cover 16.00 




Fig, F-211 



Fig. F-274 




/ 



Fig. F-275 

FOR EXTENDED 

LIP BOWL 

White Pyralin, with 
semi-reinforced Hinge 

Seat only $19.00 

Seat and Cover. . . 28.00 

White Pyralin, with 
fully reinforced Hinge 

Seat only $23.00 

Seat and Cover . . . 32.00 




^ 



F/fi. F-276 



Fig. F-277 
FOR EXTENDED LIP BOWL 
With semi-reinforced Hinge 

Oak Seat only • ■ $13.00 

Oak Seat and Cover 17.50 

With fully reinforced Hinge 

Oak Seat only $17.00 

Oak Seat and Cover 22.00 




Mahogany finish {instead of Oak) can be supplied, if preferred. 
For open Front and Back Seats, see pages 134-135 

For illustrations of Hinges, semi-reinforced and fully reinforced, 

see page 136. 
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Whale-Bone-Ite Closet Seats 

Made ot special composition. Light in weight. Impervious to moisture 

Will not split, crack or craze. 



FOR STANDARD BOWL 



FOR STANDARD BOWL 






Fig. F-278 ""'■""°'"^" 



Standard Seat 

Ebony finish (with cover) S62.50 

Mahogany finish (with coverj 74.50 

FOR EXTENDED LIP BOWL 



Fig. F'279 

Open Front Seat 

Ebony finish {without cover) $29.50 

Mahogany finish (without cover) 40.50 

Ebony finish (with cover) 56.00 

Mahogany finish (with cover) 70.00 

FOR EXTENDED LIP BOWL 




Fig. F'280 

Open Front Seat 

Ebony finish (without cover) 

Mahogany finish (without cover). 

Ebony finish (with cover) 

Mahogany finish (with cover 




S36-00 
44.00 
63-00 
72-50 



Fig. F-281 

Open Front and Back Seat 

Ehony finish (without cover) 

Mahogany finish I. without cover) 

Ebony finish (with cover) 

Mahogany finish (with cover) 



$43.50 
49.00 
70.00 
81.50 



"Evernu'' Hard Rubber Composition Seats 

Immune to Water, Acids, Alkalis, Heat and cold 




Fig. F-283 



For For 
Stand- Extend- 



FOR STANDARD BOWL 

Ebony finish (without cover) $19.50 

Mahogany finish (without cover) 21.00 

Ebony finish (with cover) 35.50 

Mahogany finish (with cover) 38.50 



ard 
OPEN FRONT Bowl 

Ebony finish (without cover). . . . $19.50 

Mahogany finish (without cover) 21.00 

Ebony finish (with cover) 35.50 

Mahogany finish (with cover). . . 38.50 



ed 

Lip 

$22.50 
24.50 
42.00 
45.00 



> 



> 
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OPEN FRONT AND BACK SEAT 

(f^|| (For Extended Lip Bowls) 

WITHOUT COVER Ebony finish $27.50 Mahogany finish $29.00 

WITH COVER Ebony finish 47.50 Mahogany finish 51.50 
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^. THOMAS ROBERTSON & COMPANY, LIMITED ^^ ^SSSS 




Closet Seats 



"NEVER-SPLIT" Bar Hinge Seat 



STANDARD PATTERN Bar Hinge Seat 






Fig. F-284 

Oak, or Mahogany Finish S7.50 

Genuine Mahogan}-, piano polish 10.70 



Fig. F-285 

Oak, oil rubbed $6.80 

Mahogany Finish 7.00 



Open Front and Back Closet Seats 



For Extended Lip Syphonic Bowls 





Fig. F-286 Fig. F-287 {With front bar) 

With semi- With fully With semi- With fully 

reinforced reinforced reinforced reinforced 

hinge hinge hinge hinge 

SEAT and COVER fas illustrated) SEAT and COVER {as illustrated) 

Oak. or Mahogany Finish . $18.00 $20.7.5 Oak. or Mahogany Finish . $20.00 $22.75 

White Pyraiin 32.25 35.00 White Pyralin 34.25 37.00 

SEAT ONLY fless Cover) ^ SEAT ONLY (less Cover) 

Oak, or Mahogany Finish . $14.00 $16.75 Oak, or Mahogany Finish . $16.00 $18.75 

White Pyralin 29.50 32.25 White Pyralin 31.50 34.25 

For illustrations of Hinges, semi-reinforced and fully reinforced, see page 136 
A* "v; 
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,?5 THOMAS ROBERTSON & COMPANY, LIMITED ' 



Closet Seats 



WITH FULLY REINFORCED N.P. HINGES 





For Standard Bowl 



Fig. F-288 

For Extended Lip Bowl 

Oak, with open front (as Oak, with open front (as 

illustrated) $13.50 illustrated) $17.00 

Oak, with closed front 11,00 Oak, with closed front 17.00 

This reinforcement can be adapted to any type of seat 

See Fig. F-274-Z77 and F-286-287 



Self-Raising Seats 

WITH SEMI-REINFORCED N.P. HINGES 





Fig. F-289 

For Standard Bowl For Extended Lip Bowl 

Oak. with open front (as Oak. with open front (as 

'""strated) $15.00 illustrated) $18.50 

Oak. with closed front 13.00 Oak. with closed front 18.50 

Extra for "full reinforcement" to above prices 
For Standard Bowl, add $4.70 For Extended Lip Bowl, add . . . $5.40 

134 Craig Street. W. //^ Montreal, Canada 
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THOM AS ROBERTSON & COMPANY, LIMITED 



Closet Seats 




J', 



Fig. F'290 

SEAT ONLY (NO COVER) 

Oak finish, N.P. post hinge, 

Oak, or Mahogany finish, N.P. bar hinge 
Genuine Mahogany p.p., N,P. bar hinge 



S6.50 
7.50 
9.00 




Fig. F-291 

RICHELIEU SEAT AND COVER 

Oak, N.P. Brass Hinges S6.60 

Oak finish, N.P. Steel Hinges 4.50 

SEAT ONLY (NO COVER) 

Oak. N.P. Brass Hinges S5.80 

Oak finish, N.P. Steel Hinges 3.70 



il 



II 
11 



I Y 



IINII 




F/g. F-292 



WOOD STRIP SEAT AND COVER 

Oak, N.P. Brass Hinges S6.50 

Oak finish, N.P. Steel Hinges 4.50 

Extra for Bolts and Washers, per set. . . . .20 




Fig. F-293 



BABY SEAT— To fit over Closet Seat 



Oak, each 



$2.80 



Baby "Safety" Seat and Cover Combination 




This seat is permanently attached to any ordinary type of 

closet seat. 

The Baby Seat is lifted up to leave the ordinary seat 

available for adults. 

The child is held safeK' by the adjustable strap. 




Fig. F-294 



Fig. F-295 



White enamelled $12.00 
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THOMAS ROBERTSON & COMPANY, LIMITED 



Chinaware Closet Bow^ls 




flV 

V 



Fis. F-296 



'*SI-LO" NOISELESS 

Heavy Syphon Jet Bowl 
With Extended Lip 

Pf-ice $53.00 

For complete fixture 

with Lowdown Tank, see 

pa^e 121 




*i 



"SI-LO*' NOISELESS 

Heavy Syphon Jet Bowl 
Price $48.00 

For complete fixture 

with Lowdown Tank, see 

page 121 



/ 




Fig, F-297 
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THOMAS ROBERTSON & COMPANY, LIMITEoT^^g 



Chinaware Closet Bowls 



^'EMPIRE'' 

Syphon Jet Bowl 
For 2" supply connection 

Price $24.00 

For complete fixtures, 

with Lowdown Tank, see 

pages 121-123 




Fig. F'299 



^ 




T3 4 Craig Street, W. 





Fig. F~m 



"EMPIRE" 
With Extended Lip 

Syphon Jet Bowl 
For 2" supply connection 

Price $29.00 

For complete fixtures, 
with Lowdown Tank, see 

page 122 
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Chinaware Closet Bowls 
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Fig. F-300 



a 



EMPIRE 



n 




With Raised Rear Vent and 
Extended Lip 

Syphon Jet Bowl 
For 2" supply connection 

Price S47.00 

Prices for complete 

fixtures, according to 

requirements, on 

application. 



*'EMPIRE 



»» 



With Raised Rear Vent 

Syphon Jet Bowl 
For 2" supply connection. 

Price $42.00 

Prices for complete 

fixtures, according to 

requirements, on 

application. 




\ 



Fig. F'301 
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ChinaAvare Closet Bo^s 



**EMPIRE" Junior 

Syphon Jet Bowl 
Height 13 inches 

For 2'" supply connection 
Price $27.50 

If with Extended Lip 

Price $32.50 

Prices for complete 
fixtures, according to 
requirements^ on 
application. 




■, 1*1 
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Fig. F-302 



"EMPIRE" Infant 

Syphon Jet Bowl 
Height 10 inches 

For 2" supply connection 
Price $27.50 

Prices for complete 

fixtures, according to 

requirements on 

application. 
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Chinaware Closet Bowls 




F/g. F-M4 



"BELLCO" 

Heavy Syphon Jet Bowl. 
With Extended Lip 

For XYi' supply connection. 
Price $36.00 

For complete fixture 

with Flush Valve see 

page 117 



**SIRDAR" 

Syphon Jet Bowl 

For 1]^" supply connection. 
Price $24.00 

For complete fixtures 
with Flush Valve see pages 

114-116 

With High-up Tank see 
page 129 





Fig. F'305 
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Heavy Syphon Jet Bowl 

With Extended Lip 
and CUT OUT BACK 
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China\vare Closet Bowls 



*'BELLCO 



*y 



For 134" supply connection. 
Price with top inlet. . . 142.00 



Quotations for complete 
fixtures, with Flush Valve 
and Seat, on application. 




Ai-J^rig^. 



Fig. F-306 




(L 



SUSPENDO" 



Wall Hung Closet 

Heavy Syphon Jet Bowl. 
W^ith Extended Lip 

(also supplied with the 
regular standard lip). 

For iy^" supply connection 

Price with standard lip $63.00 

Price with extended lip 69.00 

Extra for Integral Seat 6.00 

Extra for Special Wall 

Carrier 18.00 



Fig. F-307 

For complete fixture with Flush Valve and Seat, 

see fig. F-243, page 118. 
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THOMAS ROBERTSON & COMPANY, LIMITED 



Chinaware Closet Bowls 




Fig. F-308 



*'RE\ERSO 



n 



Washdown Syphonic Bowl 

With Back Trap, and With 

Extended Lip 

For 2" supply connection. 

Price, with Jet and Extended 
Lip S26.50 

For complete fixtures 
With Flush Valve see page 116 

With Lowdown Tank 
see Page 123 

With High-up Tank 
see page 129 




**REVERSO" 



\ 



Washdown Syphonic Bowl 
With Back Trap 

For 2" supply connection 

Price, with Jet (as Illustrated) 

$18.00 

Price, without Jet 17.50 

For complete fixtures 
With Flush Valve see page 116 

With Lowdown Tank 
see pages 124-125 

With High-up Tank 
see page 129 




Fig. F-309 
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Ghinaware Closet Bowls 



"VICTOR" 

Washdown Syphonic 
Bowl. 

For 2" supply connection. 
Price $14.50 

For complete fixtures 

With Flush Valve, see 

page 118 

With Lowdown Tank see 
pages 126-128 



•te-^ 



Fi^. F-311 






Fig. F-310 



''VICTOR*' Juvenile 

Washdown Syphonic 
Bowl. 

Height 13 inches 

For 1}4" or 2" supply 
connection. 

Price $16.50 

If with Jet (for flush 
Valve) 18.00 

Prices for complete 

fixtures, according to 

requirements, 

on application 
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Chinaware Closet BoavIs 




Fig. F-312 




Fig. F-313 

"L'EXPRESSE" 
Washdown Bowl with Trap 

For 114" Supply Connection 
Price $14.50 



*'RUSH" 

Washdown Syphonic 

Bowl 

For UA" Supply Con- 
nection. 

Price. $14,50 

For complete '* RUSH 
fixture with High-up Tank, 
see page 130. 





Fig. F-314 

"RICHELIEU" 
Washout Bowl with Trap 

For 1 ]^" Supply Connection 
Price "..'^ .. $14.00 



For complete "L'EXPRESSE" and "RICHELIEU" fixtures 

with High-up Tank, see page 131 
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LowdoAvn Closet Tanks 




*»SI-LO" 
WHITE CHINAWARE 

Lowdown Tank and Cover 
Round Front 

Complete with Fittings, N.P. 
Flush Connection and Supply 
Pipe $36.00 

Extra for Stop Valve. . . . 2.50 



S-' 
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1 



L 



,_i 



Fig. F-316 



Fig. F-315 



STANDARD PATTERN 
WHITE CHINAWARE 

Lowdown Tank and Cover 
Round or Straight Front 

Complete with Fittings, N.P. 
Flush Connection and Supply 
Pipe $28.00 

Extra for Stop Valve. . . . 2.50 




Note: When ordering state whether Offset or Elbow is required 
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R^^^^THOMAS ROBERTSON & COMPANY, LIMITED C^ 



Lowdown Closet Tanks 



Fig. F-3i7 



OAK, 
or MAHOGANY FINISH 

Lowdown Tank and Cover 

Complete with Fittings, N.P. 
Flush Connection and Supply Pipe. 
$24.00 

Extra for Stop Valve 2.50 




ENAMELLED IRON 

Lowdown Tank and Cover 

Complete with Fittings, N.P. 

Flush Connection and Supply Pipe. 

$32.40 

Extra for Stop Valve 




Fig. ¥"318 



Note: When ordering state whether Offset or Elbow is required 



^34 Craig STT^et, W. W( Montreal. Canad 
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THOMAS ROBERTSON & COMPANY, LIMITED 



^Tyrrs 



LowdoAvn Closet Tanks 



Composition 
WHITE FINISH 

Lowdown Tank and Cover. 

Complete with Fittings, N. P. Flush 

Connection and Supply Pipe 
$28.00 

Extra for Stop Valve $2.50 





Fig. F-319 



Composition 

OAK FINISH or 
MAHOG.\NY FINISH 

Lowdown Tank and Cover. 

Complete with Fittings, 
N.P. Flush Connection 
and Supply Pipe... $25.00 
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Extra for Stop Valve 



$2.50 



Fig. F-320 

Note: When ordering state whether Offset or Elbow is required 



134 Craig Street, W. 




Montreal, Canada 
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.THOMAS ROBERTSON & COMPANY, LIMITED ^ ,^ 



T^iTtTZ 



High-up Closet Tanks 
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Fig. F'32l 
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Fig. F~322 
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Fig. F-323 
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OAK TANK 

with Top Moulding 

Size 22" X 10" x 12" 

Woodwork only $10.70 

Tank only, Copper Lined 14.00 

Tank complete with Fittings 21.00 

Size 20" X 9" x 10" 

Woodwork only $10.00 

Tank only, Copper Lined 13.00 

Tank complete with Fittings 18.00 



OAK TANK— Plain 

Size 22'' X 10" x 12" 

Woodwork only $8.70 

Tank only, Copper Lined 12.00 

Tank complete with Fittings 18.90 

Size 20" X 9" X 10" 

Woodwork only $8.00 

Tank only, Copper Lined 11.00 

Tank complete with Fittings 16.00 

Size 17" X 8" X 10^ 

Woodwork only $3.40 

Tank only, Copper Lined 6-60 

Tank complete with Fittings 12.00 



PINE TANK 

Round Cornered and Dovetailed 

Size 20" X 9" x 10" 

Woodwork only $2.00 

Tank only, Copper Lined 5.00 

Tank complete with Fittings: 

Price with 1^" Valve 10.00 

Price with IH" Valve . 10.40 

Size 17" x 8" x 10" 

Woodwork only $1.20 

Tank only, Copper Lined 4.30 

Tank complete with Fittings: 

Price with li^" Valve 9.30 

Price with IH" Valve 9.70 




134 Craig Street, W. 
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THOMAS ROBERTSON & COMPANY, LIMITED 



Chemical Closets for the Country 




For every situation where no Sewer Connection exists 

Satisfactory, Clean, Odorless 

SANITARY LIQUID CHEMICAL CLOSET 
Only requires Ventilation Pipe to be fixed ' - 
PAIL LIFTS OUT THROUGH THE TOP 

Round Closet (as illustrated) painted blue $15,00 

Oval Closet, white enamelled. . . . : 21.00 

Special Liquid Chemical, per gallon 2.70 



Fig. F-324 



Frost-Proof 
Enamelled Iron Closets 



THE ^'ARCTIC" 

Frost-Proof Closet Combination 

Cast Iron Hopper, enamelled inside and over 
rim, with brass flushing spreader, hardwood seat, 
lead outlet connection, flushing valve with 
3 ft. valve rod and casing (Soil pipe and Trap 
not included) . . 

Price $38.00 



r^o.2 



Fig. F-325 
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Floor Slab for Chinaware Closet Bowls 




In Enamelled Iron 27" x 27 



r/ , 



$18.60 



Fig. F-326 
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gfjjrHOMAS ROBERTSON & COMP ANY , LIMITED 



Enamelled Iron Range Closets 




!■-■<«- 



Fig. F-327 



AUTOMATIC SYPHONIC ACTION RANGE CLOSET 

Enamelled or painted inside with painted Cast Iron Automatic Flushing Tank, Galvanized 
Iron Flush and Air Pipes, Hinged Oak Seats with concealed Reinforcements. 

Prices {Enamelled Inside) 



No. of Seats 24-inch Seats 

2 $223.70 . 

3 265.60 . 

4 317.40 . 

5 369.20 



6 420.90 

7 472.70 

8 524.50 

9 576.30 



27-inch Seats 30-inch Seats 

. S232.20 $241.70 

. 278.40 292,70 

334.40 353.60 

390.50 414.60 



446.50 475.50 

502.50 536.50 

558.60 597.50 

614.60 658.40 



10 ...;... 628.10 670.70 719.40 



11 679.80 

12 731.60 

13 783.60 

14 835.50 

15 887.20 



726.70 780.30 

782.70 841,30 



Unless otherwise ordered, Range with Enamelled Interior, 24-inch Seats^and 

Outlet on Right End, as shown, will be furnished. 



<s> 



For prices with Pressed Steel Partitions, see page 153. 




134 Craig Street, W. 




Montreal, Canada 
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Enamelled Iron Range Closets 
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Fig. F-328 



AUTOMATIC SYPHONIG ACTION RANGE CLOSET 

Enamelled or painted inside with painted Cast Iron Automatic Flushing Tank, Galvanized 
Iron Flush and Air Pipes, Hinged Oak Seats with concealed Reinforcements. 

Pressed Steel Partitions. 

Prices {Enamelled Inside) 

No. of Seats 24-inch Seats 27-inch Seats 30-inch Scats No. of Partitions 

2 S291.80 $300.30 §309.80 3 

3 356.40 369.20 383.50 4 

4 430.90 447.90 467.10 5 

5 505.40 526.70 550.80 6 



^ 



t;)Oe 



ZPK 




6 579.80 / 605.40 634.40 

7 654.30 684.10 718.10 

8 . 728.80 762.90 801.80 

9 803.30 841.60 885.40 



7 
8 
9 

10 




10 877.80 920.40 969.10 11 

11 952.20 999.10 1,052.70 12 

12 1,026.70 1,077.80 1,136.40 13 



13 1,101.40 

14 1,176.00 

15 1.250.40 



14 

15 
16 




PRESSED STEEL BACKS, 

add per Seat 



21.10 



22.70 



I I ^ * i 



24.30 



Unless otherwise ordered, Range with Enamelled Interior, 24-inch Seats and 

Outlet on Right End, as shown, will be furnished. 




<s> 



For prices without Partitions, see page 152. 
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THOMAS ROBERTSON & COMPANY, LIMITED 

Enamelled Iron Range Closets 



r 





L 



F/g. F-329 



AUTOMATIC INDIVIDUAL BOWL SYPHON IC ACTION RANGE CLOSET 

Enamelled or painted inside with painted Cast Iron Tank, Galvanized Iron Flush and 
Air Pipes, Brass Pipe and Union Couplings connected to the Flushing Rim of each Bowl, 

and Hinged Oak Seats with Concealed Reinforcements and Covers. 



Prices {Enamelled Inside) 



No. of Seats 



24-inch Seats 



27-inch Seats 



2 S275.40 S283.40 

3 327.40 339.40 

4 392.20 408.00 

5 457.00 476.70 

6 521.80 545-30 

7 586.60 614.00 

8 651.40 682.60 



30-inch Seats 

$291.30 
351.30 
424.20 

497.20 
570.20 
643.10 
716.10 




Unless otherwise ordered. Range with Enamelled Interior, 24-inch Seats 

and Outlet on Right End, as shown, will be furnished. 



^ 



For prices with Pressed Steel Partitions, see page 155 



Lii Craig Street 




Montreal, Canada 
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r^ THOMAS ROBERTSON & COMPANY, LIMITED ^^i''*'^ 

Enamelled Iron Range Closets 




Fig. F-330 

AUTOMATIC INDIVIDUAL BOWL SYPHONIC ACTION RANGE CLOSET 

Enamelled or painted inside, with painted Cast Iron Tanks, Galvanized Iron Flush and 
Air Pipes, Brass Pipes and Union Couplings connected to the Flushing Rim of each Bowl, 
Hinged Oak Seats with Concealed Reinforcements and Co\'ers. and Pressed Steel Parti- 
tions and Backs. 

PRICES iEnamelied inside) 
Double Battery (as illustrated i with Partitions and Backs 



No. of Seats 24 inch Seats 

4 $755.10 . 

6 935.10 . 

8 M40.80 . 

10 1,346.60 . 

12 1,552.40 . 

14 1,758.20 . 

16 1,963.80 . 



27 inch Seats 30 inch Scats No. of Partitions 

S774.00 S793.50 6 

963.90 992.70 8 

1,179.40 1.217.70 10 

1,395.00 1.442.80 12 

1,610.50 1,667.80 14 

1,826.10 1,892.70 16 

2,041.60 2.1I7.K0 18 



Single Battery, with Partitions only (no Backsl 

No. of Seats 24 inch Seats 27 inch Seats .?0 inch Seats No. of Partitions 

2 $353.40 $361.40 $369.30 3 

3 431.40 443.40 455.30 4 

4 522.20 538.00 554.20 5 



6 
7 
8 



PRESSED STEEL BACKS, 
add per Seat 



613.00 632.70 653.20 6 

703.80 727.30 752.20 7 

794.60 822.00 851.10 8 

885.40 916.60 950.10 9 



21.10 



22.70 



24.30 



Unless otherwise ordered, Range with Enamelled Interior, 24-Inch Seats 

and Outlet on Right End, as shown, will be furnished. 

For prices without Partitions see page 154 
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THOMAS ROBERTSON & COMPANY, LIMITED 



rr\n^ 



Closet Fixtures for Steamers, Yachts, 

Motor Boats, Etc. 

N,B.— State v\helher the Fixtures w ill be installed ABOVE or BELOW the WATER LINE 





FiS. F-331 



For use Above or Be- 
low the Water Line. 
Heavv Chinaware Bowl, 

Pump Cylinder 214" 
cliam. Oak Seat and 
Cover. 



Prices on application 



To fix Above the 
Water Line. Heavy 
Chinaware Bowl, Pump 
Cylinder 4" diam. Oak 
Seat and Cover. 




Prices on application 




Fig. F-332 



We can furnish Marine Plumbing Fixtures for every type of Vessel, 

and for all conditions and locations. 

Prices on application 



134 Craig Street, W. 




Montreal, Canada 
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^ THOMAS ROBERTSON & COMPANY, LIMITED 



Model Kitchen 




Fig. F-333 



IN the above illustration we show White Por- 
celain Kitchen Sink and Cook's Sink, ffor 
washing Vegetables, Salads, Meat, Fish, etc.]) 
and in the Wash Koom a White Porcelain Double 
Laundry Tub. In the following pages will be 
found a complete assortment of Sinks for every 
purpose both in White Porcelainware and in En- 
amelled Iron, as well as in Tinned Copper, Monel- 
metal, Galvanized Iron, etc., and prices will be 
quoted for any other types of Sinks or Tubs or 
Slop Sinks, on receipt of details of requirements. 




13 4 Craig S t r e e t , W. ) ^A M o n t r e a 1 , C a n a d a 
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THOMAS ROBERTSON & COMPANY, LIMITED 



^^^an 



Porcelain Kitchen Sinks 




I. 

Fig. F-334 ' 

\\ hite Porcelainware Sink and Legs, with X.P. Compression Faucets and Outlet Stralner.i 

Approximate Overall Sizes 24" x 22" x 9" 30" x 22" x 9" 30" x 24" x 9" 42" x 24" \ 0" 

Approximate Inside Sizes 21" x IS" x 7" 27" x IS" x 7" 33" x 20" x 7. 39" x 20" x 7" 

Price, with fitting;s, each SS5.50 S105.C0 S123.50 $150.00 

Heig:ht of integral back 7 inches. This Sink is supplied with o\'erflow, if desired. 




Fig. F-SSS 



J 



White Porcelainware Sink with Drainboard and Back in one piece, Porcelainware Legs and Iron Wall 

Supports, N.P. Compression Faucets and Outlet Strainer. 

Approximate Overall Sizes 52" x 26" x 9" 62" x 26" x 9" 

Approximate Inside Sizes 27" x IQ" x 7^" 32" x 19" x 7J^' 

Price, with fittings, each $294.00 $332.50 

Height of integral back 9 inches. Rubber Drainboard Mat is included in prices. 

Above Prices are for Standard Commercial Quality. 




134 Craig Street, W. 




Montreal, Canada 
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THOMAS ROBERTSON & COMPANY, LIMITED 



Enamelled Iron Sinks 
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THOMAS 
ROBERTSON 



Length Over All 
60" 



Width Over All 

22" 



■ Fig. F-336 

DIMENSIONS 

Sink Drainboard 

22 X 22" 22 X 19" 



Back 
12" 



Apron 
6" 



Depth Inside 
6" 



Enamelled iron S!nk and Drainboard with back and apron in one piece, concealed 
wall hanger, N.P. hot and cold combination faucet with swinging spout and china 
soap-dish, N.P. outlet strainer and adjustable "P" trap to wall. (Under side of 
sink is painted white). Price complete as specified $181.40 



r 



The above Sink is furnished without Legs, but Enamelled or 
Painted Adjustable Legs as Fig. F-337 can be furnished to set Rim of 
Sink from 32 to 36 inches from the floor. 

EXTRA FOR ADJUSTABLE LEGS 



I 



■i 

■ 1 



D 



(■ 



For Sink 

Enamelled each $9.60 

Painted, each 4.20 



For Drainboard 

$1L40 
5.40 




Rubber Drainboard Mats can be supplied if required. 



'Slandard*' 



L 



Fig. F-337 



134 Craig Street, W. 




Montreal, Canada 
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Fig. F-J3S 

DlMESStOSS 

Enamelled iroa Smk and Drain b.-.r^ ^ch back and aproQ in ooe p^ece. conce.:.i ^ 

"f Jf if V P ^'' ^^-'"'^^ comb:r..u.. taacec wfth swinging ipout and china Ig 

=oaEXii.Ei. VP. ouderstrainer and adjustable "P" trap to waH. Under side of sink ^ 

1^ painted white). Pnce complete as specified. Sink ilT x 24' fld2.2t j 

Sink2(r xJO*... 5131.M 

The abovie Sink k furnished withotn: Lee^ btir Fn-»r-T»4u: ^ : -_ ■ r r- r- ^,- . . 

E^xra for Enamelkd AdmstaWe L^s 

For Sink, each 5^.60 

For Drainboard. eacb. ll.-tU 

Rubber Drainbaard Mat can be suited, 

if req«tr«I. 

Fig. F-339 Vilxen ordem^ state whether ri^t or left 

Sink on Right Hand Side band Drainboard is required 

and Drainboard on Left. 

L: ^^-^ Craig Stre"eT; W.^^ Montr^¥l, Canada 
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DI MENS ION'S 

Sink Drainboard 

20 X 24" 20 X 20" 

20 X 30" 20 X 24" 



Back 
12" 

12" 



Depth Inside 
6" 
6" 



Enamelled iron roll rim Sink and Drainboard with back in one piece, concealed wall 
hanger, N.P. hot and cold combination faucet with swinging spout and china 
soap-dish, N.P. outlet strainer and adjustable "P" trap to wall. (Under side of 
sink is painted white). Price complete as specified, Sink 20" x 24" S90.20 

Sink 20" X 30" .... $110.60 

The above Sink is furnished without Legs, but Painted Adjustable Legs as Fig. F-337 can be furnished 
to set Rim of Sink from 32 to 36 inches from the rtoor. 

Extra for Painted Adjustable Legs 




For Sink, each 

For Drainboard, each 



$4.20 
$5.40 



Rubber Drainboard Mat can be supplied, 

if required. 

When ordering state whether right or left 
hand Drainboard is required. 




Fig. F-341 

Sink on Right Hand Side and 
Drainboard on Left. 
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THOMAS ROBERTSON & COMPANY, LIMITED .v^ 
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Enamelled Iron Sinks 
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Fig. f -J42 

Enamelled Iron Sink -with 
roll rim and integral back on 
cast iron wall hanger, N.P. 
hot and cold faucets, strain- 
er, and adjustable "P" trap 
to wall. 

Back 12". Depth Inside 6" 
Prices with fittings 



Overall Sizes 




\6" X 24" 


. . . $33.50 


18" X 24" 


34.70 


18" X 30" 


37.10 


18" X 36" 


45.40 


20" X 30" 


39.20 


20" X 36" 


47.60 


22" X 30" 


45.40 


22" X 36" 


50.90 


22" X 42". 


55.80 



These JPrices are for Sinks 
Painted Underneath 

For Drainboards suitable 
for these Sinks, see page 164 



Enamelled Iron Sink with 
apron and integral back on 
cast iron wall hanger, N.P. 
hot and cold faucets, strainer, 
and adjustable "P" trap to 
wall. 

Back 12" Apron S]4" 
Depth Inside 6" 

Prices with fittings 

Overall Sizes 

18" X 30" $62.80 

20" X 30" 65.10 

20" X 36" 72.50 

These Prices are for Sinks 
Painted Underneath 

For Drainboards suitable 
for theseSinks,see page 164 




134 Craig Street, W. 
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THOMAS ROBERTSON & COMPANY, LIMITED 




Enamelled Iron Sinks— Flat Rim 



Outside Sizes 
12" X 18" 


Painted 
Cast Iron 


Ename led 

Inside 
and on Rim 

$ 8.70 


14* X 20" 


$4.50 


7.80 


16" X 24" 


5.50 


9.60 


18" X 24" 




10.20 


18" X 30" 


7.50.. 


12.00 


18" X 36" . . . . 


9.00 


17.70 


20" X 30" 




13.20 


20" X 36" 


10.00 


19.50 


20" X 40" 




26.00 


20" X 60" 




89.10 


20" X 72" 




117.40 


24" X 48" 




34.60 


24" X 60" 




106.70 


24" X 72" 




124.40 



1 



The above prices include N.P. Strainer 




F/g. F-344 




FLAT RIM 



DEEP PATTERN 



EnaniL'Ik'd inside and on Rim 

Size 18" X 30" x 8" deep, each 

If with O\erflo\v, each 



516.20 
19.90 



lK^ 






Fig. F-345 



Enamelled Iron Sink Back 
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Fig. F-346 



Length 18 inches S 5-40 

Length 20 Inches 5.80 

Length 24 inches 7.60 

Length 30 inches 9.20 



Length 36 inches $11.60 

Length 40 inches 12.60 

Length 48 inches 16.70 

Height 12 inches 




134 Craig Street, W. 
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Drain Boards and Mats for Sinks 

ENAMELLED IRON DRAIN BOARD 





Fig. F.-347 

White Enamelled Right or Left Hand Drain Board with Bracket. 



Width 

16" X 

16" X 

18" X 

18" X 



Length 

18" $11.20 

24" 12.00 

18" 12.00 

24" 13.60 



ASH DRAIN BOARD 



Width 

20" X 
20" X 
22" X 
22" X 



$13.60 
14.30 
14.30 
15.40 



RUBBER MAT FOR DRAIN BOARD 








L i. i. L -4.,l.-VA.-.i, t. L \_ , 



Fig. F-348 




Size, inches 18 x 24 

Price, each $9.00 



20 X 24 
$9.50 



Size, inches.. 
Price, each . . 



Fig. F-349 

14 X 18 16 X 22 
$3.20 $4.00 



18 X 24 
$4.80 



ENAMELLED IRON SINK, SHOWING APPLICATION OF 

ABOVE DRAIN BOARD 




Fig. F-350 

This illustration Is intended to show how the Drainboard sits on the Sink 
The Drainboard may be placed on either right or left hand. 



134 Craig Street, W. 
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THOMAS ROBERTSON & COMPANY, LIMITED 



Kohler ' Electric Sink 

FOR WASHING DISHES AND PLATES, CUPS, GLASSES, CUTLERY, Etc. 




-^. 



Fig. F-351 

Set in the centre of the dish-washing compartment Is a metal cylinder with a thousand 
perforations. Inside this cylinder revolves a screw — the "impeller"— which catches up 
the water, lifts it, and hurls it in stinging jets through these thousand openings. These 
jets beat upon the dishes. They are thrown back by the walls of the compartment. 
They wash clean the front and back of every plate, the inside and outside of every cup or 
glass, between the tines of every fork. This "spray tower" is unique. Because of it the 
dishes are not submerged, even partially, in dishwater. No "high-water mark" canbe 
left — no greasy deposit. There is no swirling or centrifugal action of the water which 
might slight the dishes in the centre of the compartment. The Kohler Electric Sink 
washes all of the dishes. It washes them beautifully clean. Anyone can operate it 
satisfactorily, the very first time. There is practically nothing to learn. The operatmg 
mechanism is self-cleansing and a quick rinsing of the baskets and the sides of the com- 
partment with the spray is suificient after each washing. More thorough cleanmg is 
required only occasionally. It eliminates almost all of the handling—and the consequent 
hazard of breakage— that is unavoidable in the older way of dish-washing. 

DIMENSIONS AND PRICES 

Electric Washing Sink with Spray Tower, Baskets, Impeller, }i H.P. Motor, lever operated Drain Controls, 
N.P. Brass Cover to dish-washer, ordinary Sink with Popup Drain and combination Hot and Cold Jraucets 
with Swing Spout, Hose and Spray, Drainboard, and "P" traps to wall. 

No. 1 Overall Length and Width 60^" x 23^" Sink, inside IQ*; x 19" x 8" $612.00 

No. 2 Overall Len|th and Width 48K2" x 24^" Sink, ins.de 20K >^ 22 x 8 600.00 

No. 3 Overall Length and Width 42j^" x 23}^" Sink, inside 17^" x 19'^ x 8'... . . . . -^ 580.00 

No. 4 Electric Washing Sink only, with all fittings and Motor and Combination Hot and cold 

Faucet with SwingSpout, Hose and Spray, Overall 28" x 23>^" 500.00 

Note— Only the No. 1 sink has Drainboard IS^^" long, as illustrated. Electric Washing Sink can 
be supplied on right hand, with Sink on left hand, if preferred. Size of Electric Washing 

Sink is 18" x 18" x 1634" in Nos. 1, 2 and 3 combinations 
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THOMAS ROBERTSON & COMPANY, LIMITED 



Enamelled Iron Combination Sink 

and Laundry Tub 

PAINTED OUTSIDE AND UNDERNEATH, PAINTED C.I. ADJUSTABLE PEDESTAL 





Fig. F-352 

Supplied with Right or Left Hand Sink 

Wringer Holder can be supplied for End or Centre of Tub 

ROLL RIM Sink and Laundry Tub in one piece, with N.P. hot and cold faucets and 
soap-dish and outlet stiamer to Sink: N.P. faucets with tee handles, chain and stopper to 

lub; N.P. drainpipe with vented "S" trap to floor. $138.50 

Extra for hinged hardwood Drainboard, as shown 16.20 

Total length 50"; Back 8" high; Sink inside 213^" x 19}^"; Tub inside 21%" x 1934^' 

Depth inside, Sink 6", Tub 13M" 
Adjustable Pedestal allows a total height at front of 30" to 36" 




Fig. F-353 shows the same fixture but 
with the Sink on the right hand, and the 
Tub on the left. 



When ordering, state whether 
right or left hand Drainboard 

is wanted. 



Fig, F'353 
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Enamelled Iron Combination Sink 

and Laundry Tub 

PAINTED OUTSIDE AND UNDERNEATH, PAINTED C.I. ADJUSTABLE PEDESTAL 




Fig. F'354 

Supplied with Right or Left Hand Sink 
Wringer Holder can be supplied for End or Centre of Tub 

FLAT RIM Sink and Laundry Tub in one piece, with N.P. tiot and cold faucets and 
soap-dish and outlet strainer to Sink; N.P. faucets with tee handles, chain and stopper to 
Tub; N.P. drainpipe with vented "S" trap to floor ' $93.25 

Extra for hinged hardwood Drainboard, as shown 16.20 

Total length 45^'^ Back 4" high; Sink inside 2^%" x 18}^" ; Tub inside 203f' x ISV/ 

Depth inside, Sink 7}^", Tub 12^" 
Adjustable Pedestal allows a total height at front of 30" to 36" 




Fig. F-355 shows the same fixture but 
with the Sink on the right hand, and the 
Tub on the left. 




When ordering, state whether 
right or left hand Drainboard 

is wanted. 






Fis. F-355 
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THOMAS ROBERTSON & COMPANY, LIMITED 



Enamelled Iron Laundry Tubs 

PAINTED OUTSIDE AND UNDERNEATH, PAINTED C.I. ADJUSTABLE PEDESTALS 




Fig. F-356 




ROLL RIM two section Laundry Tub and 8" back in one piece, with hardwood wringer 
holder, N.P. faucets and soap-dish, and chain and stopper, to each Tub, N.P. drain pipe 
and vented "S" trap to floor .- jj^^ 5q 

Total Lekgth 53"; 



Inside Size Each Tub 23" x 213^"; 



Depth 1^J4". 




SINGLE LAUNDRY TUB 

Same as Fig. F-356 above, but single section. 
Price, with faucets and "S" trap to floor $74.10 

Above prices include new type faucets with tee 
handles in front. Combined hot and cold faucets 
(see pages 178-179) can be supplied if preferred. 

Prices on application 



Fig. F-357 



134 Craig Street, W 




Montreal, Canada 
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THOMAS ROBERTSON & COMPANY, LIMITED 



Enamelled Iron Laundry Tubs 

PAINTED OUTSIDE AND UNDERNEATH, PAINTED C.I. ADJUSTABLE PEDESTALS 




I .■' 




J 



Fig. F-358 



FLAT RIM two-section Laundry Tub and 4" back in one piece, with hardwood wringer 
holder, N.P. faucets and soap-dish, and chain and stopper, to each Tub, N.P. drain pipe 
and vented "S" trap to floor $97.50 



Total Length 46" 



Inside Size Each Tub 20%" x 18}^" 



Depth 12" 



SINGLE LAUNDRY TUB 

Same as Fig. F-358 above, but singula section. 
Price, with faucets and "S" trap to floor $48.40 

Above prices include new type faucets with tee 
handles in front. Combined hot and cold faucets 
(see pages 178-179) can be supplied if preferred. 

Prices on application 
Fig. F-359 
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THOMAS ROBERTSON & COMPANY, LIMITED 



Enamelled Iron Laundry Tubs 

Painted outside, with painted C.I. standards or pedestals 





ROLL RIM two section Laundry Tub 
all in one piece, with C.L standards; 
N.P. hot and cold faucets, chains and 
stoppers 573.00 

Extra for N.P. drain pipe and "S" 
trap to floor (as fig. F-358).. . $16.80 

Overall sizes 493^" x 251^". Height 31". 

Depth inside U}4". 



Fig. F-360 



FLAT RIM single section Laundry Tub, 
in a battery of two Tubs, with C.L adjustable 
pedestals, hardwood wringer holders and 
N.P. union strip between tubs; N.P. hot 
and cold faucets with tee handles, chains and 
stoppers $75.60 

Extra for N.P. drain pipe and "S" 

trap to floor (as fig. F^358J $16.80 

OveraI148i^"x22M" Inside, each Tub 21i^"xl9"xl3K'' 

Prices for Batteries of 3 or more sections 

on application. 




Fig. F-36I 



Overall 

S3}4" X 26" 
Back 8" 




Inside 
23" X 21H' 

Depth UK' 
Each Tub 



Fig. F-362 

ROLL RIM single section Laundry Tubs, in a battery of three Tubs, with tub and 8" 
back all in one piece, with C.L adjustable pedestal ; with N.P. union strips and hardwood 
wringer holders. N.P. hot and cold faucets and soap-dish, chain and rubber stopper to 
^^^^ ^"'^ $188.30 

Extra for N.P. outlet connections and drain pipe (for battery of three 
tubs, as illustrated) with vented "S" trap to floor $21.80 



134 Craig Street, W. 





Montreal, Canada 
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THOMAS ROBERTSON & COMPANY, LIMITED 



Cement Laundry Tubs 



METALLIC FLAT RIM 



Made from the highest grade materials. 

Round moulded corners Inside and out- 
side. 

Nothing on the tub to rust. 

Smooth finish inside and outside. No 
roughness to injure or scratch clothes or 
hands. 

Drilled for tap holes if desired. No 
extra charge. 

SINGLE TUB 

Overall sizes 24" x 24" x 16" deep. 
Total height 34". 




Fig. F-363 



SINGLE TUB with Pedestals and Rubber Stopper $20.00 

Extra for N.P. tee handle hot and cold faucets, per pair $3.60 





Fig. F-364 



DOUBLE TUB 

Overall sizes 48" x 24" x 16" deep 

Total height 34". 

DOUBLE TUB with Pedestals. 
Twin Outlet connection, and Rub- 
ber Stopper $29.00 

Extra for N.P. tee handle hot 
and cold faucets, per pair. . $3.60 



TRIPLE TUB (3 compartments) in one piece, overall 72" x 24" x 16" deep 
with Twin Outlet connections and Rubber Stoppers $48.00 

Galvanized or Wood Covers can be furnished if required. 

Prices on application. 
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THOMAS ROBERTSON & COMPANY, LIMITED ^^'A'A^ 
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Tinned Copper Pantry Sinks 

OVAL PANTRY SINK, WITH OVERFLOW 

Made in One Piece, without Seams, Tinned 
and Polished or Nickel-plated 



n" X 18" 

14" X 22" 



Usual Sizes 

ir X 16" 
16"x24" 



14" X 20" 
18" X 30" 



Prices on application 




Fig. F~365 



MONEL METAL or TINNED COPPER PANTRY SINKS 

With Angle Iron Frame 



Nil 




Fig. F-366 

Prices oyi application, according to dimensions required. 

HEAVY GALVANIZED SHEET IRON SCULLERY SINKS 

Mounted on Angle Iron Frame and Legs 







Fig. F'367 

Prices on application, according to dimensions required. 
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THOMAS ROBERTSON & COMPANY, LIMITED 



Enamelled Iron Slop Sinks 

Painted outside, with painted C. I. Trap Standard 
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Fig. F-368 

ROLL RIM Slop Sink with XT' integral back, N.P. hot and cold faucets andjoutlet 
strainer; 3" Trap Standard (for Lead or for C.L Soil Pipe). 

Prices with fittings 
Overall Size \6" x 20" $54.10 



Overall Size 18" x 22" 
Overall Size 20" x 22" 
Overall Size 20" x 24" 



60.80 

64.00 
67.70 



Depth inside 12" 



When ordering, state whether Trap is wanted for Lead, 

or for C.I. Soil Pipe connection. 
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Enamelled Iron Slop Sinks 

Painted outside, ivith painted C. I. Trap Standard 




p^ 




Fig. F-369 

ROLL RIM Slop Sink with N. P. combined hot and cold faucets with Wall Brace and 
Bucket Hook, and Outlet Strainer; 3" Trap Standard (for Lead or for C.I. Soil Pipe). 

Prices with fittings 

Overall Size 16" x 20". . .....; $64.00 

Overall Size 18" x 22" 69.00 

Overall Size 20" x 22" 72.50 

Overall Size 20" x 2-i" 76.00 

Depth inside 12" 

When ordering, state whether Trap is wanted for Lead, 

or for C.I. Soil Pipe connection 

134 Craig Street, W. /\ Montreal, Canada ^^^^^ 
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THOMAS ROBERTSON & COMPANY, LIMITED 

Enamelled Iron Slop Sinks 

Painted outside, with painted C.I. Trap Standard 
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FLAT RIM Slop Sink with N.P. 
outlet Strainer, 3" Trap Standard 
(for lead or for C.I. Soil Pipe). 

Prices, complete as specified 

Overall 16" x 16" x 10" deep $30.80 

Overall 16" x 20" x 12" deep 34.00 

Overall IS" x 22" x 12" deep 39.00 

Overall 20" x 22" x 12" deep 40.70 

Overall 20" x 24" x 12" deep 43.40 

If with 12" separate back 

Overall 16" x 16" S38.70 

Overall 16" x 20" 43.10 

Overall 18" x 22" 48.60 

Overall 20" x 22" 50.40 

Overall 20" x 24" 53.40 

When ordering, state whether 

Trap is wanted for Lead, or for 

C.I. Soil Pipe connection 




L 



f /£. F-370 



FLAT RIM Slop Sink with centre outlet and N.P. outlet Strainer, 

and collar for lead pipe connection. 




THOMAS 

ROBERTSON 



Overall Sizes Price 

16" X 16" X 10" deep S14.00 

16" X 16" X 12'' deep 14.90 

20" X 14" X 12" deep 16.00 

20" x 16" X 12" deep 18.90 

22" X 20" X 12" deep 21.30 

23" X 15" X 15" deep 20.30 

24" X 18" X 12" deep 20.30 

24" x20"x 12" deep 22.40 

30" X 20" X 12" deep 38.80 

36" X 20" X 12" deep 47.10 

36"x21" X 16" deep 65.80 

48" X 20" X 12" deep 70.20 





Fig. F-371 




These Slop Sinks can also be supplied painted in and out, if desired. 

Prices on application. 

Special Slop Sinks for Hospitals, see pages 108-109 - 
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Compression Sink Faucets 

For Iron Pipe For Iron Pipe and Hose 




Finished, each 

Nickel-plated, each 



Fig- F'372 
Size, inches 




'A 

$2.10 
2.40 



'4 

S2.60 
2.90 



Finished, each 

Nickel-plated, each 



Fig. F-373 

Size, inches 



X2 

$2.40 

2.60 



Quick Opening Faucets 



For Iron Pipe 



For Iron Pipe, and Hose 




f i£. F'374 

Size, inches J^ yr^ 

With China Lever Handle 

N. P. each S2.70 $3.20 

With Metal Lever Handle 

Finished, each 2.25 2.70 

N. P. each 2.50 3.00 

Self- Closing Faucets 

For Iron Pipe 



Fig. F'375 

Size, inches ^ 

With China Lever Handle 

N. P. each $3.00 

With Metal Lever Handle 

Finished, each 2.50 

N.P. each 2.75 

Compression Stop 

For Iron Pipe 




Fig, F-376 

Finished N.P. 

H->"ch Faucets, each S5.00 $5.60 

Compression Faucets to match, at same prices. 




Fig. F-377 



$2.90 
3.10 




$3.50 

3.00 
3.30 




IvfC" 



^'' Stops, each 



Finished N.P". 
$1.40 $1.70 



For Combination Faucets for Sinks and Laundry Tubs, see pages 178-179 



134 Craig Street, W.^'J( 

5^ 




Montreal, Canada 









Page 177 



THOMAS ROBERTSON & COMPANY, LIMITED ^^^^^5 

^^ Z^Z^^-^^^^—Z I- _. --— _■_■- _. . ^ ___ , m- - ^ - ■ -- - ^^^ 



^ ' O'ng 



Compression Faucets 



For Iron Pipe 




Fig. F-375 

Size, inches V4 

Finished, each $1.40 

Nickel-plated, each 1.70 



^ 1 

$1.80 $5.00 
2.10 5.50 



For Iron Pipe and Hose 




ng. F-379 

Size, inches J^ 

Finished, each SI. 70 

Nickel-plated, each 2.00 



K 1 

S2.10 S5.60 
2.40 6.10 



Sill Faucets 



Angle Pattern, Wheel Handles With Loose Key 

Sizes for y^" and K" ^fon Pipe; ^i" Hose Thread on Nozzles. 





F/^. F-380 



Fig. F-3SI 



Rougfi, each 

Nickel-plated, each 



SI-00 
2.10 



Rough, each 

Nickel-plated, each 



S2.30 
2.50 



Range Boiler Supply 

Control Boiler Drain 



Stop and 
Drain 





''^^"^^'^m^'^^.M 






Fig. F-382 

Straight or Angle 
Rough body, 3^^-inch, each. . . 



$2.10 



Fig. F-383 

Rough body N. P., each $1.J0 
If with lockshield and 

key, each 2.10 



Fig. F-384 

Size, inches ^ 5^ 1 

Rough Body, Finished Trim- 
ings, each $1.80 $2.20 $4.70 
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THOMAS ROBERTSON & COMPANY, LIMITED 



Combination Faucets for Sinks 

and Laundry Tubs 





N.P. combination hot and cold 
faucet with swinging nozzle, 
adjustable shanks and set screw 
flanges $12.00 



f/g. F-S85 



N.P. combination hot and 
cold faucet with swinging 
nozzle, adjustable shanks and 
set screw flanges, removable 
chinaware soap-dish with 
draining slot behind S15.00 




Fis. F'386 




« ■ • • 



N.P. combination hot and 
cold faucet WMth swinging 
nozzle, adjustable shanks and 
set screw flanges, spray tube 
with switch control, china 
wall bracket $25.00 



Fig, F-387 




Montreal, Canada ^»i^3Sg! 
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Compression Wash Tub Faucets 

Stub Pattern, with adjustable Flange 



Fcr Iron Pipe 



For Iron Pipe and Hose 





a 



Fig. F-388 

Finished N.P. 
}/^" Faucets, per pair . . $3.30 $3.70 



Fig. F-389 

Finished N.P. 
y/ Faucets, per pair. . $3.80 S4.20 




COMBINATION FAUCETS 

For Laundry Tubs 

With swinging nozzle, rough N.P. finish, 
galvanized brackets, and soap-dish. 

Price, complete $8.70 

Price, less soap-dish 8.00 



s 



ll-Jil 






KJi- 




Fig. F-390 









I'l 



COMBINATION 
FAUCETS 

For Slop Sinks 

With Wall Bracket and 
Bucket Support. 

Nickel-plated,. .. $19.00 



Fig. F-391 



Also supplied 
with adjust- 
able shanks, 
it pret erred 



yu-,' 
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Cast Iron Traps for Lavatories and Sinks 



ENAMELLED "S" TRAP 




FiQ. F-392 With X. P. Coupling 
on Inlet 

Size, inches \}4 l^ 

White Enamelled, each 

$6.80 S8.50 




Fig. F-395 mth Collar on Inlet 



U 



20th CENTURY" DRUM 
TRAP 



-r— ""CSSH 



fig. 




F-J97 



Diameter 454", Depth 5K" 

For 11^" or 1 1^" Iron Pipe 

Each 54.00 



PAINTED "S" TRAP 



t( 



DIAMOND" BOTTLE TRAP 






Fig. F-394 

These cast iron bottle traps 
ha\-e hra'^K clean-out screw, and 
are threaded for iron pipe. 



Fig. F-393 With Bell Inlet 

Size, inches IJ^ 1 1^ 2 

Painted, each, S3. 60 4.80 8.40 



Si?e, inches .... Ii^ 
Each $2.40 



Note; Traps F-392 and F-393 can be supplied with VENT 



Fir.. F-395 
IM", each.. .. $1.85 

IK", each.. . . 2.40 

■ 

These traps have brass clean- 
out screw, and are threaded for 
iron pipe. 




Fig. F'396 Jvlel and Outlet screwed malt 




Fig. 

F-393 



STANDARD 
DRUM TRAPS 

Diam. 4" 
Depth 8M" 

For 
lH"or2" 
Iron Pipe 

Can be fur- 
nished with 
openings In any 
desired position. 




Each S4.00 



Each $4.00 



134 Craig Street, W 




Montreal, Canada 
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"DIAMOND" A 7 X lO'i INCHES 

THREADED COVER 






--"-^-^ ^^ 



Page ISl 



!« 



THOMAS ROBERTSON & COMPANY, LIMITED 



'■ f r\r\^ 



Cast Iron Grease Traps 



^DIAMOND" B 7 X 10 INCHES 

THREADED COVER 






Fig. F-400 

Inlet and Outlet tapped 1 ' ->" I- P- 

Brass Screw Cover 6 J4" diameter, Baffleplate inside 
which can be withdrawn for cleaning 

Painted, with Polished Brass Cover S22.00 



Fig. F-401 

Inlet, Outlet and \'ent al! tapped 2" I. P. 

Brass Screw Cover 6" diameter, and Inside Brass 
Cleaning Screw 13<i" diameter 

Painted, with Polished Brass Co%'er. . . .S28.60 



NOTE:~Bolted Cover can be supplied at same price, if pre/erred 



" JUMBO " 
12 X 10^2 INCHES 



IMPROVED WATER COOLED 
GREASE TRAP 




Fig, F-402 

Inlet, Outlet and Vent all tapped 2" I. P. 

Brass Screw Cover 6" diameter, and Inside Brass 
Cleaning Screw IJ^" diameter 

Painted, with Polished Brass Cover 
Each $39.60 

<S> 

NOTE: — Bolted Cover can be supplied 
at same price, if preferred 





Fig. F^403 

(Enamelled Inside) with Brass Trimnaings 

The feature of this 1 mproved Water Cooled Grease 
Trap is that the entire cold water supply passes 
through the chilling chambers — cooling off the 
waste water — thus congealing the Grease in the 
Inner chamber. 

Fitted with IJ^-inch Polished Brass Inlet Connec- 
tion and Trap with Vent, — one inch Inlet and 
Outlet openings to chilling chamber and removable 
top with rubber gasket and brass thumb screws. 

Diameter, 13'' Height, 17" 

With \}4" fittings, complete S80-00 

With 2" fittings, complete 88-50 



134 Craig Street, W. 




Montreal, Canada 
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THOMAS ROBERTSON & COMPANY, LIMITED 



Trap Standards for Slop Sinks 

White Enamelled Inside, Painted Outside 





Fig. F-404 
Spigot End for Soil Pipe 

3" Trap with Cleanout and Hub 



Fig. ¥-405 

For Lead Pipe Connection 

3" Trap with Cleanout and Hub 
Vent 



Vent $15.00 

Either Trap can be supplied without Hub Vent 

if desired, at same price 

Cast Iron Centrifugal Sink Traps 

For VA" Iron Pipe 



$15.00 



n 






Fig. F-406 
With Brass Union Nut 

P" Trap (as shown) . $4.60 

S" Trap to floor 4.90 



Fig. F-407 

Without Brass Union Nut 

P" Trap (as shown) 

S" Trap to floor 



HTirt 



((OI» 



$3.60 
4.10 



134 Craig Street 




Montreal, Canada 
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Drinking Fountains 

THE "GERMPROOF" FOUNTAIN WITH DIAGONAL JET AND PROTECTING HOOD 

The Water is delivered at an Angle, which prevents it falling back on the Nozzle, 
and contaminating it. The lips cannot come into contact with the Nozzle, 
owing to the Protecting Hood being Integral. Contagion impossible. 



r 



HEAVY 

VITREOUS WARE 

FOUNTAIN 

With Diagonal Jet and Protecting Hood 

N.P. push-button self-closing control 
with regulating screw, and supply to 
wall with loose key stop. 

Integral strainer and trap with con- 
cealed outlet, cast brass outlet connection. 
N.P. bolts and washers. 



Price with fittings 



$66.00 




Fig. F-408 




HEAVY 

VITREOUS WARE 

FOUNTAIN 

With Diagonal Jet and Protecting Hood 

N.P. push-button self-closing con- 
trol with regulating screw and union. 

China strainer with retaining screw, 
Cast brass flanged elbow outlet con- 
nection with bolts. 

Price with fittings $48.50 



Fig. F-409 




Note: This Fixture can be supplied with "P" Trap, 

and Wall Bracket, if desired. 



134 Craig Street, W 



Montreal, Canada 
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Drinking Fountains 





Fig. F-410 



AUTOMATIC CONTROL 
WALL FOUNTAIN 

Hea\y vitreous ware fountain, N'.P. brass 
strainer, enamelled cast-iron wall bracket, 
X.P. self-closing control and loose-key volume 
regulator, X.P. brass "P" trap. 

Size of fountain IX^' x 10' 
Projection from wall 113^2* 

Price, as specified $73.25 

Price, less trap 67.25 



HEAVY VITREOUS WARE 

AUTOMATIC CONTROL 

W.VLL FOUNTAIN 

Heavy vitreous ware fountain with integral 
trap enclosure, concealed wall hanger, 
N.P. brass bolts. X.P. brass strainer, self- 
closing control with lever or cross handle, 
loose-key stop and connection for ^ 5" I. P., 
rough brass trap for 1)4" LP. outlet. 

Size of fountain 10" x 13' x 3^2* deep 
Projection from wall 13'. 

Price as specified $108.00 




Fig. F-411 



Front View 



The automatic control is adapted for water pressures 
from 15 to 200 pounds, and is adjusted for a 

variation up to 50 pounds. 
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Drinking Fountains 



HEAVY VITREOUS WARE 
WALL FOUNTAIN 

With Diagonal Jet and N.P. 
Protecting Hood 

N.P. self-closing control to jet, with 
oscillating handle. Integral trap to 
wall, and wall hanger. N.P. push- 
button ice water faucet for pitcher 
or glass. 

Size 14" x 18" 

Price with fittings as speci- 
fied §64.00 

Similar Fountain with Bub- 
bler and Control Valve 
asFig. F-413 58.50 

Similar Fountain with Bub- 
bler as Fig. F-428. and 
N.P. "?'■ Trap 53.50 

Extra for N.P. push-button 

faucet 7.20 
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Fig. F-412 
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HEAVY VITREOUS 

WARE WALL 

FOUNTAIN 

N.P. Bubbler Jet with china 
guard, loose-key volunie regu- 
lator, and outlet connection, self- 
closing control to jet with 
oscillating handle and angle sup- 
ply pipe with loose-key stop. 
N.P, "P" trap to wall and con- 
cealed wall hanger. 

Size U" x 10" 
Price with fittings $54.00 
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Drinking Fountains 

HEAVY VITREOUS WARE DOUBLE-JET AUTOMATIC CONTROL 

WALL FOUNTAIN 



Heavy vitreous ware fountain with 
integral back and wall hangers; N.P. 
brass strainer, self-closing controls with 
lever or cross handles and loose-key 
volume regulators, N.P. angle supplies 
and "P" trap to wall; N.P. "Fill-glass" 
faucet (actuated by a glass or cup 
placed in the stirrup). 

Length Overall 24'' 

Height of Back lOJ^" 

Projection from Wall 13" 




Fig F-414 



Price, as specified 



$228.00 



The automatic control is adapted for water pressures from 15 to 200 pounds 

and is adjusted for a variation up to 50 pounds 



HEAVY VITREOUS WARE DOUBLE-JET PEDESTAL FOUNTAIN 



Heavy vitreous ware fountain with 
two integral spouts and protecting 
hoods, china strainer and brass drain 
fitting; two N.P. oscillating lever 
handle self-closing controls with 
loose-key stops, N.P. "S" trap to 
floor, cast iron pipe supports and 
bases. 

Dimensions 30" x 12" x 5" 
Price, as specified $232.50 



1 




This double-jet fountain can also be 
supplied with cast iron wall brackets 
(instead of the pipe supports) and 
with N.P. 'T" trap to wail. 

Price, complete 1202.50 




Fig. F~415 
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Drinking Fountains and Water Coolers 



REFRIGERATOR for DRINKING 

WATER 

Water-cooling tank for use with drinking fountains 
installed elsewhere on same floor, or on floor above 
or floor below. 

Capacity 80 lbs. of Ice 
Diameter 19" " Total Height 32" 

Price $120.00 

Larger size, capacity 120 lbs. of ice 
Diameter 19" Total Height 42" 

Price $156.00 

In the larger size the cooling coil is of 

double length. 

(Section is shown below) 




Fig. F'416 




REFRIGERATOR and DRINKING 
FOUNTAIN COMBINATION 

Drinking fountain in heavy vitreous ware 
with N.P. strainer and automatic stream 
control ; water-cooling tank to hold 80 
lbs. of ice, cooling coil of 3^" tinned brass 
tubing, insulation with cork in cover, 
sides, and bottom; concealed supply and 
drain pipes. 



Diameter 19" 



Price 



Total Height 40" 
$173.00 



Many other types of refrigerators for drink- 
ing water can be supplied, of any required 
capacity, and for every purpose, e.g. offices, 
factories, cafeterias, theatres, parks, 

camps, etc. 



Particulars on application 
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Drinking Fountains 




Fig. F-418 



PEDESTAL FOUNTAIN 

With Diagonal Jet and 
Protecting Hood 

Heavy vitreous ware bowl with 
china strainer and brass outlet 
connection, N.P. push button self- 
closing control with regulating 
screw and union, cast iron flange 
with pipe support and base. 

Height 30" or as required. 

Price with fittings $54.25 



HEAVY 

VITREOUS WARE 

PEDESTAL FOUNTAIN 




N. P. Bubbler Jet with china guard, 
loose-key volume regulator, and out- 
let connection, self-closing control to 
jet with oscillating handle (not in- 
cluding supply pipe or drain pipe). 

Diameter of Bowl llj/^" 
Height from Floor 28" 



Price, with fittings 



$90.00 
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Drinking Fountains of Enamelled Iron 






Fig. F-420 Fin. F-421 

Enamelled iron pedestal drinking fountain with china guard bubbler, seK-closing oscii- 
lating handle control valve, loose-key regulator, supply and drain. 

Fig. F-420 Height 30" $58.40 Height .^0" S65.10 

Fig. F-421 Height 30" $64.20 Height 36" $70.80 



Fjg. F-422 

Nickel-plated bubbler jet with china- 
ware guard and loose-key volume regu- 
lator. 

Price $6.40 

Fig. F-423 

Nickel-plated bubbler jet with china- 
ware guard and loose-key volume regu- 
lator and drain. 

Price $8.00 






Fi&. F-423 
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Drinking Fountains of Enamelled Iron 
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Fig. F-424 

Pedestal drinking fountain with enamelled iron 
bowl and painted pedestal, N.P. bubbler jet 
with chinaware guard, loose-key volume regu- 
lator, suppK' and drain. 
Height 30" S34-60 Height 36" S36-00, 



Fig. F425 

Enamelled iron drinking fountain with roll rim, 
concealed wall hanger, china guard bubbler, self 
closing oscillating handle control valve, loose-key 
volume reguJator, N.P. supply pipe and adjust- 
able "P'' trap. 

Width 18J^". Front to back 16M^ Back 10" high. 

Price complete $60.30, 



u 





Fig. F-426 



Fig. F-427 

Fig. F-426 — N.P. bubbler jet with chinaware guard, self 
closing oscillating handle and loose-key regulator. $14.00 

Fi&. F-427— N.P. bubbler only 3,20 

Fig,. F-428 — N.P. bubbler jet with chinaware guard, self 
closing oscillating handle and loose-key regulator, and 
drain 15.60 




Fig. F-428 
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Drinking Fountains of Enamelled Iron 



SPECIAL TYPE 
for 

RESTAURANTS 
CAFETERIAS 
OFFICES, &c. 

The cup or glass placed in the 
stirrup actuates the faucet. 

Height I634" Width 12^" 
Projection From Wall UH" 

Enamelled iron Wall Drinking 
Fountain with Silver-plated "Fill- 
glass'* faucet, with flow control and 
N.P. drain fitting (as illustrated) 
or IJ-i" adjustable "P" trap to wall. 




<■:. 



Price Complete 
For City Pressure 

For Gravity Pressure . . , 

With Self-closing faucet 
(no stirrup attachment) 



$54.50 

56,50 

46.00 



!■ 



L 



Fig. F-430 





i. 
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FH. F-429 

DOUBLE JET 
FOUNTAIN 

For Public Buildings 
Schools, &c. 

Length 36" Width 12" 
HEiGirr OF Back 12" 

Bubblers with push-button 
action, or Continuous Flow 
Bubblers (as Fig. F-431) can 
be supplied if preferred, in- 
stead of the type illustrated. 

Prices 011 application 



Enamelled iron double drinkinnj fountain, on painted iron brackets, with two china guard 
bubblers having self-closing oscillating handle controls and loose-key volume regulators, 
N.P. supply pipe with loose-key stop, and adjustable "P" trap to wall. 

Price complete, as specified $96.00 
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Drinking Fountains of Enamelled Iron 




Fig. F'431 

Enamelled iron (painted underneath) four person Drinking Fountain, 12" wide, with N.P. 
continuous flow bubbler jets and chinaware guards, loose-key volume regulators, N.P. 
supply pipe with loose-ke>- stop, and adjustable "P" trap, cast-iron wall brackets. 

Length 2' 6" 3' 6" 4' 6" 

Price, complete as specified $61.60 $78.60 $94.00 

Number of bubbler jets '. 2 3 4 

Self closing bubbler jets with oscillating handles and loose-key volume regu- 
lators (as fig. F-430) can be supplied, if preferred, instead of the continuous flow 

type as illustrated. Prices on application. 



r 
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Combination Bubbler Jet and Basin 

Supply Faucet 





Fig. F-432 

For Wall or Sink 
Price S18.00 



Fig, F-433 

To fix in Lavatory top 
Price $18.40 




The faucet has a two-way passage, so that when the arm is swung 

forward the water flows through bubbler jet, and when swung 

back, through the faucet. The fitting is nickel-plated, 

with china guard to bubbling jet. 
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Drinking Fountains 



With Concealed Volume Regulator in Control Stop 



N.P. Drinking Fountain with Enamelled 
Iron Bowl and China Bubbler Head, 
Selt'-cloriing Stop. Price $16.50 





The Bubbler Head 

and Enamelled Iron 
Bowl can also be sup- 
plied to fix to wall (as 
Fig. F-435). 

Price $14.00 



N.P. Drinking; Fountain with Slotted 
Bubbler Head, Self-closing Stop, and Set 
Screw Flange. Price $14.00 



This Slotted Bubbler Ht-ad can also be 
supplied with Fig. F-4,U t\-pe ol' arm, to 
fix. on hnatory top. Price $16,50 



Fig. F-436 

Large Size 
Straight 
Pattern 




Bubbler 
Heads 

Either of these slot- 
ted heads can be 
supplied with straight 
or elbow connection, 
for }i" I. P. 



fc^i^\1[jg> 



MutL 



Fig. F-437 

Small Size 

Elbow 

Pattern 




LARGE SIZE 



SMALL SIZE 



Price with straight connection 
Price with elbow connection. . 



$ 4.00 
13.35 



Price with straight connection 
Price with elbow connection. . 



$ 3.30 
9.80 
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Drinking Fountains 
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Fig. F-438 



Nickel-plated Drinking Fountain (to fix in wall or sink) with enamelled 
iron bowl and china bubbler head, H" supply with self-closing stop 
having concealed volume regulator, and %" drain pipe, with set screw 
flanges. Complete as shown $16.50 




Fig. F-4S9 

Nickel-plated Bubbling Jet, to 
attach to Ordinary Sink Faucets 
Fach $7.00 
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Porcelain Urinal Stalls 

WITH STRAIGHT FRONTS AND EXTENDED WING JOINT COVERS 
Flushed by Automatic Tanks or by Self-closing Flush Valves 




Porcelain Urinal Stalls with extended 
wing overlap joint covers, Automatic 
Flushing Tank with fittings, N.P. 
flush pipes with spreaders, N.P, outlet 
strainers. 

With Flushing Tank in Vitreous Ware 

Width 24" or 21" 18" or 15" 
Battery of 2 Stalls. $420.00 S345.00 
Battery of 3 Stalls. 646.00 534.00 

With Flushing Tank in Enamelled Iron 

Width 24" or 21" 18" or 15" 
Battery of 2 Stalls $406.00 $332.00 
Battery of 3 Stalls 616.00 503.00 

Prices for any mimher of stalls 
will be quoted on application 




Fig, F-440 



MEASUREMENTS 



2V wide 



Height of Stall, overall inches 

Height from flocr to top of Stall inches 

Width of Two-stall battery overall, .inches 

Width of each additional Stall inches 

Depth, front of lip to wall inches 



18" wide 
-tlK 



15 



15" wide 

41^4 

38 
33 
18 
15 



-I--: -- 



— - —J- 




Porcelain Urinal Stalls with extended wing 

overlap joint covers, N.P. "Royal" flush 

valves with spreaders and stops, I\^P. outlet 

strainers. 

Width 24" or 21" 18"nr 15" 

Batterv of 2 Stalls. . . . $424.00 $348.50 

Batterv of 3 Stalls. . . . 655.00 542.50 
For each additional 

Stall, add 232.00 194.00 

Flush Valves supplied with push button, 
if preferred. 

Similar stalls, ivithout the overlap joint covers, 

are shewn on Page 197 . 




Fig, F-441 



Above prices are for Standard Commercial quality 
Prices for Selected or ** A" quality on Application 
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Porcelain Urinal Stalls 

With Straight Fronts and Integral Overlap Joints 





Fig. F-442 

Porcelain Urinal Stalls with integral overlap joints. Automatic Flushing Tank with 
tittmgs, N.P. flush pipes with spreaders, N.P. outlet strainers. 

Height from floor to top of stall 39" Depth front of lip to wall 20}^" 



With Chinaw are Flushing Tank 

Battery of 2 Stalls, complete as specified ""'''' sji^'oo Sals'oO 

Battery of 3 Stalls, co..plete as specified : ■.;:::::;. ; ^^^^Z *376:2S 



With Enamelled Iron Flushing Tank 

Battery of 2 Stalls, complete as specified. . ^^^"^ J^ .. .^^^ 

Battery of 3 Stalls, complete as specified ...,:.;; ; ; ; ; ; ; ; ; ; .' ; : : : ^^^lil ^f^^'^ 

Above prices are for Standard Commercial quality 
Price for any number of Stalls will be quoted on application 
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Porcelain Urinal Stalls with Straight Fronts 
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Flushed by Automatic Tank or 
by self-closing Flush Valves 

Height above floor 38 inches 

Depth, front of lip to wall 15 inches 
Width. 24, 21, 18, or 15 inches 

Battery of 3 stalls with Vitreous 
ware or Enamelled Iron Automatic 
flushing Tank and fittings, N.P. flush 
pipe and connections and fan spreaders, 
N.P. outlet strainers- 
Width 24"or21" 18"orl5" 



With Vitreous ware 

Tank S566.00 

With Enamelled 

Iron Tank. . . 535.50 



S454.00 



423.00 



Prices on application 
for any number of Stalls 



Fig, F-443 

These stalls may be fixed with space between 
as above, or they can be supplied with "overlap 
joint covers" to make an interlocking battery 
as fig. F-440-441. 



Fig. F-444 

Single stall with N.P. "ROY- 
AL" flush valve and stop and 
fan spreader, and K.P. outlet 
strainer. 

Fig. F-445 

Single stall with Vitreous 
ware automatic flushing tank, 
pipe, and spreader, and N.P. 
outlet strainer. 

Prices 24" or 21" 18" or 15" 

Fig. F-444 S195.00 $154.50 
Fig. F-445 205.50 168.00 

If flushing tank is of en- 
amelled iron, deduct S7.50 




Above Prices are for 

Standard Commercial 

Quality. 




Fig. F'444 



Fig. F- 445 
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Porcelain Urinal Stalls with Extended Wings 



INDIVIDUAL Stall with "ROYAL" Flush Valve 

Width U" 18" 

Stall complete as shown, with "ROYAL" Flush Valve 

and Stop and Fan Spreader, and N.P. Outlet Strainer. . . . $153,00 133.00 



Width Overall 24" 18" 

Height Overall 48" 42" 

Height from Floor to 

Top of Stall 44H"38H" 



Fig. F-446 {Handle in front) 




Fig. F-448 



Wall to Front of Lip. . . 201^" 
Wall to Front of Wing ISH" 

Wall to Centre of Out- 
let IIK" 




Flush Valve 

supplied with 

Push Button 

if preferred 



t 



INDIVIDUAL STALL 

WITH AUTOMATIC TANK 

Stall complete as shown, with 
2 gallon automatic flushing tank 
and fittings, N.P. flush pipe, spread- 
er, and outlet strainer. 



V^^idth 
With Vitreous 
Ware Tank $167,00 147.00 

With Enamelled 

Iron Tank 160.00 140.00 

(Measurements as above) 

Prices on application for any 
number of stalls, with suitable 
size of automatic flushing tank. 




t__. — 



Fig. F-447 {Handle at side) 



zr 



18" 



Note: Above Prices are for 
Standard Commercial 
Quality 
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Porcelain Urinal Stalls 



TWIN URINAL 

With integral Automatic Flush Tank 

Height above Floor 5 ft. Width at Back 2 ft. 2 in. 
Projection from Wall to Front 1 ft. 5 in. 

Twin Urinal in one Solid Piece of White 
Porcelainware, including Tank Fittings 
and Outlet Strainer $294.00 

Single Stalls of similar design for cor- 
ners, 17" sides, including Tank Fittings 
and Outlet Strainer 170.00 

Above Prices are for Standard 
Commercial Quality 
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PEDESTAL URINALS 

Syphon jet Pedestal Urinal with spud. 
N. P. "ROYAL" Flush Valve (pushbutton 
or lever handle) and Flush Pipe. 

Price per set $126.00 

Pedestal Urinal and Spud only 96.00 

A cheaper type of Pedestal Urinal with 
washdown action (without the syphon- 
jet) can be supplied if desired. . 

Price per set $105.00 

Pedestal Urinal and Spud only 75.00 

Partitions and Backs with Fittings 
can be quoted on if desired. 



Fig. F-450 
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Fig. F-440 





These Pedestal Urinals can also be supplied with Automatic Flushing Tanks, 

instead of Flushing Valves — Prices on application. 
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Vitreous China Urinals 
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SYPHON JET 

Size 
13" X 19" 

Exclusive of 
Lugs and Nozzles 

1 

Prices 
i Urinal only, each . . . S43.00 



Wall inlet or outlet 
connection 



-J 



Top or bottom spud 
connection 



3.00 



1.00 




Fig. F-451. Wall Inlet and Outlet 



Fig. F-452. Top Inlet, Wall or Bottom Outlet 



\^\ 




Fig. F-453. Flat Back 

Size No. 1 S18.50 

Size No. 2 17.00 

Size No. 3 14.00 



"BEDFORDSHIRE"TYPE 

Fig. F-453 

Measurements 

Width and Height 

No. 1, 15" X 17" 
No. 2, 13" X 15" 

No. 3, 12" X 14" 

Fig. F-454 

Measurements 

Side and Height 

No. 1, 12" X 11" 
No. 2, 11" X lOM" 
No. 3, 10" X 9^" 



Measurements are exclusive 
of Lugs and Nozzles 




Fig. F-454. 

Size No. 1 

Size No. 2... 
Size No. 3 . , . . 



For Corner 



$18.50 
17.00 
14.00 





Enamelled Iron 
Urinals 

FLAT-BACK LIPPED 

Width 13" Height 183^" 

With Brass Inlet and Outlet 

Couplings $39.00 

We can supply Slate or Marble Backs 
and Partitions (with Automatic 
Flush Tanks or Flush ValvesJ if 
required. Prices on application. 



Fig. F-455 
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Automatic Flushing Tanks 



FOR URINALS 




CHINAWARE 
AUTOMATIC TANK 

To flush 2 gallons, with Syphon, etc. . 
To flush 3 gallons, with Syphon, etc. . 

■ 

Prices for larger sizes 
on application 



$36.00 
42.00 



Fig. F'457 



COPPER LINED OAK 
AUTOMATIC TANK 

With Syphon, etc. 



Size 


F usi 


Price 


17" X 8" X 10" 


6 ga ons 


$25.50 


20" X 9" X 10" 


8 gal ons 


27.00 


23" X 11" X 10" 


10 ga Ions 


33.00 





Fig. F-456 




ENAMELLED IRON 
AUTOMATIC TANK 

With Syphon, etc. 

Size Flush 

14" X 7" X 10" 2H galls. 
17H"x9"x 10" 5 galls. 



Price 

$28.50 

32.00 



Prices for larger sizes 
on application 




^11 



Fig. F-45S 
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THOMAS ROBERTSON & COMPANY, LIMITED 



Enamelled Iron Trough Urinals 




c 









Enamelled Iron Trough Urinal with Integral Back, on Brackets 

With perforated brass spray pipe, loose-key stop, outlet strainer, and N.P. adjustable 

"P" Trap. 

Length of l^rinal. in feet 2' 0" 2' 6" 3' 0" 3' 6" 4' 0" 5' 0" 6' 0" 

Price complete as specified $49.40 55.40 61.50 67.50 74.00 91.70 Ul 00 

Concealed Wall Hangers can be supplied (instead of brackets) if preferred 
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Fig. F-460 ' '' 

U-.K f Enamelled Iron Trough Urinal with Separate Back on Brackets 

Uith perforated brass spray pipe, loose-key stop, outlet strainer, and N.P. adjustable 

r trap. 
Length of Urinal, in feet.. 7' 0" 8' 0" 9' 0" 10' 0" 12' 0" 14' 0- 1 ^' n- 

Kight or Left End Out^^ can be furnished. Unless otherwise ordered, Urinal 

having Right End Outlet, as illustrated, will be supplied 
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THOMAS ROBERTSON & COMPANY, LIMITED 



Enamelled Iron Double Trough Urinal 

With Automatic Flush and Syphonic Discharge 




Fig. F-461 {to stand in centre of floor) 

Enamelled Iron trough urinals (fixed back to back) with automatic s>'phonic discharge, 
cast-iron automatic flushing tank, galvanized flushpipe and airpipe, perforated brass 
horizontal spray tube, cast iron floor brackets and stays, pressed steel partitions 24" apart 
and backs and ends. 
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Length of Urinal in feet. . 4' 0" 
price complete as 
specified $583.40 755.70 928.10 1100.40 1272,90 1445.30 1617.60 

Longer urinals can be supplied if desired. 

Prices on application 

. Unless otherwise ordered, the urinal trough is supplied with enamelled 
interior and painted underneath, and with outlet and syphonic 

discharge traps at one end (as shown). 

THE ABOVE TROUGH URINAL WITH SYPHONIC DISCHARGE CAN' BE SUPPLIED WITH- 
OUT PARTITIONS AND ENDS, IF A LOWER PRICED FIXTURE IS DESIRED. IT CAM ALSO 

BE SUPPLIED AS A SINGLE TROUGH URINAL (WITHOUT BACtCS) TO BE FIXED AGAINST 

WALL, AND EITHER WITH OR WITHOUT THE PARTITIONS 

Prices for any desired type of fixture, on application. 
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MWVW^ THOMAS ROBERTSON & COMPANY, LIMITED ^ 

Bathroom Accessories 

Tile-in or Recess Fixtures 

THESE fixtures are designed to take the place of one or more tiles 
(according to the article) and measure 6" x 6" or 6" x 3" or V x 3''. 
They are made of White Vitreous Chinaware which is always clean 
and sanitary, the ''recess" feature also preventing the accidental 
damage or breakage which occasionalh' happens to fixtures screwed to, and 
projecting from, the wall. 

These tile-in or "recess" fixtures give a finishing touch of comfort and 
cleanliness to any well appointed Bathroom. 

A selection can be made at our Showrooms at 134 Craig Street West, 
Montreal, where we exhibit a comprehensive assortment of all kinds of 
Bathroom Accessories, suitable to all tastes and to every requirement in 
every t\pe of Bathroom from the most luxurious to the most moderately 
priced. 

SOAP HOLDERS 





Fig. F-462 

6x6 inches 

Recess Soap Holder 

Each S4.50 



Fig. F-463 

6x3 inches 

Recess Soap Holder 

Each S3. 60 






Fig. F-464 

6x6 inches 

Recess Soap Holder 
with Centre Drain 

Each $5.40 



Fig. F'465 

6x6 inches 

Recess Soap Holder 
and Grab Rail 

Each $8.65 



Fig. F-466 

6x6 inches 
Recess Soap Holder with 



Grab Rail and Centre Drain 
Each $9.00 




1 34 C 
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THOMAS ROBERTSON & COMPANY, LIMITED 
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Tile-in or Recess Bathroom Accessories 

WHITE VITREOUS CHINAWARE 

TUMBLER HOLDER SPONGE HOLDER TOOTHBRUSH HOLDER 







Fig. F'467 

6" X 6" 
Recess Tumbler Holder 

Each S4.50 
ROBE HOOK 



Fig. F-468 

6' X 6" 

Recess Sponge Holder 

Each S7.20 



Fig, F-469 

6" X 3" 
Tile-in Toothbrush Holder 

Each S3.60 



iifC-^ 



TOILET PAPER HOLDERS 






Fig, F-470 

3" X 3" 
Tile-in Robe Hook 

Each S2.70 



Fig. F-471 

6" X 6" 

Recess Toilet Paper Holder 

Each S5.40 
TOWEL BARS 



Fig. F-472 

6" X 6" 
Recess Toilet Paper Holder 

with Hood. Each S8.70 





18" X 
24" X 
30" 



X 



Fig. F-473 

3" X 3" Brackets 

Tile-in Round Pyralin Towel Bar with 

China Brackets 

l"Each S6.80 36" x 1" Each 

l"Each 7.20 42" x 1" Each 

1" Each 8.10 48" x 1" Each 



S9.00 

9.90 

10.80 



Fig. F-474 

3" X 3" Brackets 
Tile-in' Square Pyralin Towe 

China Brackets 



Bar with 



18" X r'Each 
24" X r'Each 



$6.90 
7.20 



30" X 1" Each 
36" X 1" Each 



$8.10 
9.00 



BATHROOM SHELF 



HAND RAIL 





Fig. F'475 



> 



3" X 3" Brackets 

Tile-in Glass Shelf with China Brackets. 

18" X 5'^ Each $8.60 30" x 5" Each SU.30 

24" X 5" Each 9.90 36" x 5" Each 12.60 



Fia. F-476 



Hand Rail with Tile-in Back 



6" X 3" Each $2.80 12" x 3" Each $9.50 



jt^ll 




134 Craig Street, W. 




Montreal, Canada 
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THOMAS ROBERTSON & COMPANY, LIMITED 



T:rT 



White ChinaAvare Bathroom Accessories 

These fixtures ha\-e concealed wall attachment which eliminates screwholes and is easy to 

install, while the fixture is held securely in position. 



SOAP HOLDER 



SOAP HOLDER 




Fig. F-477 



Each $2.90 



TUMBLER HOLDER 




Fig. F-479 



Each S2.40 



ROBE HOOK 





Fig. F-482 



Each $1.10 




TUMBLER and TOOTH 
BRUSH HOLDER 




Fig. F-480 



Each Si. 20 



STROP HOOK 




Fig. F-483 



Each $0.70 



Fig. F-478 



Each $2.70 



TUMBLERS 




Fig. F-481 



Each $0.90 



TOILET PAPER HOLDER 




Fig. F-484 



Each $5.80 



134 Craig Street, W. 



Montreal, Canada 
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THOMAS ROBERTSON & COMPANY, LIMITED 

Bathroom Accessories 

WHITE CHINAWARE WALL BRACKETS 

TOWEL BARS 

1" Opal or Pyralin Bar, Round 

^^ 18" each $6.50 

24" each 7.70 

30" each 8.70 

36" each 9.90 

Fig, F'485 
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TOWEL BARS or HAND RAILS 

IM" Opal or Pyralin Bar 

9" each $6.50 

12" each 7.70 

16" each 8.80 




Fig. F~486 




SHELVES— OPAL GLASS 

18" each $9.00 

24" each 10.30 

30" each 0.50 

36" each 12.80 

Width of Shelf 5 in. 



Fig. F-487 



SHELVES— OPAL OR 
CRYSTAL PLATE GLASS 

With China Cap over Wall Screws. 

Opal Plate Glass 
18" each .. $7.20 $6.30 

24" each 8.10 7.20 

Width of Shelf 5 in. 



^ 




Fig. F-488 




134 Craig Street, W. 





Montreal, Canada 
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THOMAS ROBERTSON & COMPANY, LIMITED ^ 



i nnii, 



Nickel-plated Bathroom Accessories 



TOWEL SHELVES 




Fig. F-489 

Size of Shelf, inches 18x5 

Crystal Shelf, with N.P. Brass Brackets, per set $4.00 
Opal Shelf with N.P. Brass Brackets, per set. . 5.40 



24x5 30x5 
4.40 4,80 

6.40 7.40 




Fig. F-490 



N.P. Brass Shelf with N.P. Solid Brass Brackets 

Length 20", Width 6" per set $20.00 



GLASS TOWEL BARS 





Fig. F-491 

Diam. and Length, iiiches 3/^x18 3^x24 3^x30 1x24 1x30 1x36 

Crystal Bar with N.P. Brass Brackets, per set. $2.50 2.70 3.00 3.50 3.90 4.10 

Opal Bar with N.P. Brass Brackets, per set 3.50 4.10 4.50 5.20 6.50 




134 Craig Street. W. 
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N. P. BRASS TOWEL BARS 



^ ^,.. .- — 
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Fig. F-492 



Thickness, in. 



y2 ¥2 ¥2 

Length. . .in. IS 18 20 24 30 

Price, each. . . . $3.30 3.30 3.60 3.60 3.80 4.00 



2 

36 



— .- ■ - 





Fig. F-493 

Thickness. . .inches ^ }/^ J^ 

Length inches 15 18 24 

Price each $1.90 1.90 2.20 

N. P. BRASS ROLLER TOWEL BARS 
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Fig. F-494 Removable 

Diameter and length inches 1x20 

Price each $8.00 




Fig. F-495 To Lock 

Diameter and length inches 1x24 

Price each $11.70 



134 Craig Street, W. 




Montreal, Canada 
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^^^^ THOMAS ROBERTSON & COMPANY, LIMITED 







Nickel-plated Bathroom Accessories 

N. P. BRASS SWINGING TOWEL BARS 




Fig. F-496 




Fig. F-496. , . .Two-arm 14" long, . . .each 

Fig. F-497. . . -Three-arm. . . .14" long. . . .each 



$3.50 
$4,90 



N. P. TOWEL BARS 
or TIE HOLDERS 



TOWEL BASKETS 



r 



( 





Fig. F-498 



3^-in. Dia. 
61^2 in- Long 



Each 



$1.20 



Fig. F-499 

'^Sanoid" White Water- 
proof Coating on 
Hard Wood. 

Diam. 12J^". Height 22", 
Each $16.00 





Fig. F-500 

Nickel-plated Brass 
Diam. 12", Height 20" $33.70 



[IkAU^gSy?? J-34 Craig Street, W 





Montreal, Canada 
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N. P. Soap Holders 



Page 211 



m 




Fig. F-501 

4J4 X 3^s in. 

Removable Drainer 

Each $2.90 




FiS. F-502 

4H X 3H in. 
Removable Drainer 

Solid Rubber Ball Feet 

Each S3. 10 






Fig. F-503 

A% X 3f^ in. 

Opal Glass Removable Lining 

Each $4.90 



_ ., V 



*\ 





Fig. F-504 

4K X 2H in. 

Removable Drainer 

Threaded Rod and Lock Nut 

Each S5.90 
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5]^ X 4 in. 
With Opal Tray 

Each $4.80 



Fig. F-506 

5 X 5% in. 
With Removable Drainer 

Each $3.40 




1 34 Craig Street, W 




Montreal, Canada 
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THOMAS ROBERTSON & COMPANY, LIMITED 
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N. P. Soap Holders 




Fig. F-507 

JThell Pattern 
Each Sl.OO 




Fis. F-509 



X 3' > in. 



For Rim of Bath Tub 
Each S3. 50 




Fig. F-511 

For Laundry Tubs 
Centres of Screw Holes ojs in 

Each S2.00 




Fig. F-5i2 

3*2 X 5 in. 
For Kitchen Sinks 

Each $1.80 



Fig. F-S08 

6 X 3H in. 
Each S3-50 




Fig. F-510 

4H X 3f8 in. 
For Rim of Bath Tub 

Each $2.40 



m 





V 
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Fig. F-513 

S!2e4*'2x6 in. For faucets up to 10 inches apart 

For Sinks and Laundry Tubs 

Each $3.80 



134 Craig Street, W. 





Montreal, Canada 
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Liquid Soap Dispensers 








IMIi 



Fig. F-514 

Fixed Wall Bracket Type 
Each $11.00 



Fig. F-515 

Tilting Wall Bracket Type 
Each S11.60 



I 
\ 





I ' 



Fig. F-516 

Nickel-plated Copper, 1 quart capacity Tank 
with improved push-in Valve 

Complete, as illustrated S15.00 



Fig. F'517 

*'Pullman" Type, to fix in top of Lavatory, 

Refills through top 

Each S13.70 
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Fig. F-518. Showing a typical installation with exposed piping using 1 gallon tank 
Prices on application for fittings to supply any number of basins. 




134 Craig Street, W. 



Montreal, Canada 
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THOMAS ROBERTSON & COMPANY, LIMITED 



N, P. 

Sponge Holder 

For Rim of Bath Tub 



N.P. 

Soap and Sponge Holder 

For Rim of Bath Tub 






Fig. F-519 

Each $7.30 



Fig. F-520 
Each $5.50 



N.P. Soap and Sponge Holder 



For Rim. of 
Bath Tub 




Each $5.90 



Fig.' F -521 



Tumbler Holders 

(Tumblers not included) 



\ 






Fig. F-522 
Each S2.40 



Fig. F-523 
Each S3. 00 



Fig. F-524 

Heavy Cup'with 

Cast Brass 

Bracket 

Each $1.70 




134 Craig Street, W. 




Montreal, Canada 
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g^ THOMAS ROBERTSON & COMPANY, LIMITED 




N-P. Toothbrush and Tumbler Holders 



(Tumblers not included) 









Fig. F-525 
Each S6.80 



Fig. F-526 

Heavy Cup with Cast 

Bracket 



Each 



S2.60 



N.P. Tumbler, Soap and Toothbrush Holders 




iwti 






(Tumblers not included) 



Fig. F-527 



Each S11.30 



Fig. F-528 



Each $18.40 




Fig. F-527 



Fig. F-528 



N.P. Toothbrush Holders 






Fia. F-S29 



Each $2.30 



Fig. F-530 




Each 



$2.30 



Fig. F-531 

For 3 Brushes For 4 Brushes For 5 Brushes 
Each $1.60 Each $2.00 Each $2.30 



134 Craig Street, W. 




Montreal, Canada 
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THOMAS ROBERTSON & COMPANY, LIMITED 



N. P. Bathroom Hooks 



-N 






Fig. F-532 

One-piece Brass Casting, 2^4 inches high 

Each $1.00 



Fig. F-533 

One-piece Brass Casting, 6 inches high 

Each $1.40 



/ 



For Ra:&or Strop 




- * 



l^tfU 




Fig. F~534 



Half of actual size 
Each S2.50 



Fig. F-535 

One-piece Brass Casting. Ha!/ of actual size 

Each $0.85 



N. P. Brush and Comb Holders 





^ 



Fig. F-536 

N'.P. Brass,9K" x 3^", each. 




$5.25 



Fig. F-537 
N.P. Brass. lOJ/^" x V each !57.50 



134 Craig Street, 




Montreal, Canada 
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N.P. Toilet Paper Holders 




Fig. F-538 



Each $:?.30 




Fig. F-540 

Secured jn brackets by thumb lock 
catches, but may be instantly remo\'ed. 

Each $6.15 




itc<ww^- 



Fig. F-54} 



Fig. F-539 

With Cigar Rest 
Each $4.30 



Fia- F-542 
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Each $1.20 



Each $1.20 



"ONLIWON" 





Fig. F-543 
Each S5.50 
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Fig. F-544 

Nickel-plated, each 

White enamelled steel, each. . 
\\'hite chinaware, each 



134 Craig Street, W. 



Montreal, Canada 
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Bathroom Mirrors 



BEVELLED 




Fig. F~545 



OVAL— N. P. Brass Frame 



Size, inches 

12 X 20 Each 
14 X 24 Each 



$28.50 

38.00 




Fig. F-546 

ROUND CORNERED OBLONG-N.P. Brass Frame 

Size, inches 

12 X 20 Each $28.50 

38.00 



14 X 24 Each 



Wtr: 



134 Craig Street, W. 





Montreal, Canad 
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Bathroom Mirrors 



BEVELLED 




i 



IN' I 



Fig. F-547 



OVAL — White Enamelled Frame 



Size, inches 
12 X 18 each 
14 X 24 each 



$8.50 
11.50 



Size, inches 
16 X 28 each 
18 X 24 each 



$18.00 
14.00 



18 X 30 each 



20.00 
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Fi^. F-548 



ROUND CORNERED OBLONG— White Enamelled Frame 



Size, inches 
12 X 18 each 
14 X 24 each 



$8.50 
11.50 



18 X 30 each 



Size, inches 

16 X 28 each 

18 X 24 each 

20.00 




$18.00 
14.00 



134 Craig Street, W 



Montreal, Canada 
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Bathroom Mirrors 



PLAIN 



BEVELLED 



ilM 





rig. F'549 

Square Corneied White Enamelled Frame 

Sire, inches 



1.^! X 18 each 
14 X 24 each 
16 X 28 each 
1 8 X 24 each 
18x30 each 



S5.40 
9.00 
13.50 
11.00 
16.00 



Fig. F-550 

ADJUSTABLE 
SHAVING MIRRORS 

X.P. Brass Frame and Wall Bracket 

8" diameter.,.". each S14.80 

10" diameter each 16.80 



"Health-o-Meter" 



AUTOMATIC BATHROOM SCALE FOR HOMES, HOSPITALS, 

PHYSICL\NS' OFFICES 

The grouing importance of regular weighing has popularized the Health-o-Meter, the 
automatic bathroom scale. Doctors e\er\--\vhere recommend it for home use. Also 
appropriate aiid attractive for Physicians' Offices, Hospitals, etc. Compact and con- 
venient. Correct weight can be read the instant a person steps upon the insulated 
platform. 

Built of best quality steel, hardened bearings, rack 
and pinion. Regulating screw for close adjustment. 
Substantial white enamelled finish. Large glass 
co\-ered dial, held in place by double nickel-plated 
sash. 

Capacity 250 lbs. by 1 lb. graduations 

Accuracy guaranteed 

Platform 7x11 in., height 8 in. 

Weight 20 lbs., packed 29 lbs. 




Price, each 



$38.00 



Fig. F-551 



134 Craig Street, W. 



Montreal, Canada 
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Medicine Cabinets 



WHITE ENAMELLED STEEL 



CLEAN— DURABLE— SANITARY 




RECESS PATTERN 

WHITE SANITARY STEEL 

MEDICINE CABINET 

Extreme over flanges 21" x 27". 

Opening required 

1714" x23>i"x 33/8" 

Mirror (plain) 16"x22" 

Furnished with two or three bod.Y 
glass shelves, as preferred . 

Price $77.50 

Bevelled Mirror can be sup- 
plied if desired. 

The door opening may be 
changed to right or left hand 
side by simply inverting the 
Cabinet. 




Fig. F-553 





EXTREME 
FACE 

27 






Mi 



■ 



F/g. F-552 

RECESS PATTERN 

WHITE S.\NITARY STEEL 

MEDICINE CABINET 

No.l No. 2 No. 3 

Extreme over llanges. . 16t"x22|" I8i"x24^" 20l"x2br 

Opening required 13"x20"x4" 15''x22"x4" 17"x24"x4'' 

Size of Door liVxlH" 15rx21t" I7r'x23r 

Size of Mirror (bevelled) 12"xl8" 14"x20" 16"x22'' 
Price, each $34.00 $44.00 $56.00 

j- 
^- ■ 

The Glass Shelves are 
adjustable 
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THOMAS ROBERTSON & COMPANY, LIMITED 
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Medicine Cabinets 



WHITE ENAMELLED STEEL 




CLEAN— DURABLE—SANITARY 



RECESS PATTERN- CHEAPER TYPES 

WHITE SANITARY STEEL 
MEDICINE CABINET 




No. 1 



No, 2 



No. 3 



Extreme over flanges 
111" X 221" 194'' X 23i" 17f " x 22|" 

Opening required 
13i"xl9i'^x3i" 16"x20"x3i" 13i"xl9i"x3f' 

Size of Door 
U" X 19" 16" X 20" 13f" X 18i" 

Size of Mirror (bevelled) 
10" X 14" 12" X 16" 11" X 16" 



$20.00 



Price, each 
$22.00 



$25.00 



Fig. F-554 



The Glass Shelves are adjustable 



WALL PATTERN WHITE SANITARY STEEL MEDICINE CABINET 



No. 1 



No. 2 



No. 3 



Overall Measurements 



13i"xl9"x4|" 13i"18^"x4|" 16i"x21i''x5i" 

Size of Door 
13i"xl9" 13i"xl8i" 13r X 19" 



8 



Size of Alirror (plain) 



8" X 13 



ff 



t t- t * 



Size of Mirror (bevelled) 

10" X 14" 11" x 16" 



$10.00 



Price, each 
$16.00 



$24.00 



Shelves in No. 1 size are of white enamelled 
Steel, but in sizes No. 2 and No. 3 glass 
shelves are supplied. 




Fig. F-555 




Prices for other sizes will be quoted, on receipt of the approximate 

measurements desired 
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THOMAS ROBERTSON & COMPANY, LIMITED 



Medicine Cabinets 

COVERED WITH *'SANOID" 

"SANOID" is a White Semi-dull Durable Waterproof Coating on Wood 



RECESS PATTERN 

WITH ROUND CORNERED 

BEVELLED MIRROR 



No. 1 



No. 2 



Extreme over flanges 



1^"K2^" 



20f " X 26i" 



Opening required 



17'' X 23" X 4f" 



19" X 25" X 4|" 



Size of Door 
ISf" X 21i" l/J" X 23i" 

Size of Mirror 
12" X 18" 14" X 20" 

Prices 
$50.00 S60.00 




Fig. F-556 



WALL PATTERN 

WITH ROUND CORNERED 

BEVELLED MIRROR 



No. 1 



No. 2 
Overall 



No. 3 
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15f"xI9"x5i" 17j"x23"x5|" 19i"x25"x5i" 

Size of Mirror 
10" X 14" 12"xl8" 14" X 20" 



$36.50 



Prices 
$45.00 



$55.00 



Prices for other sizes will be quoted, 

on receipt of the approximate 

measurements desired 
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Medicine Cabinets 

WHITE ENAMELLED WOOD 





Fig. F-55S 



WALL PATTERN 

Three Plate Glass Shel\-es 

Bevelled Mirror in Door 

0\erall— 18" x 24" \ 4" deep 
Mirror— 12" x 18". 

Price $19.00 



EXTRA DEEP PATTERN 

0^■eralI— 18" x 24" x 5" deep. 
Mirror— 12" x 18". 

Price $22.00 
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WALL PATTERN 

Three Plate Glass Shelves 
Bevelled Mirror in Door 

Overall— 19" x 24" x 6" deep 
Mirror— 12" x 18". 

Price $27.50 
Two Plate Glass SheKes 



trji( 



Overall 
A I i rror 

Prices 



Plain Mirror in Door 

No. 1 No. 2 

1 3 j /xl 7 1 ./x4i ./ 1 5} V'>^19>-/x5>^ 

lO^xU" 12''xl6" 



$17.00 



$20.00 







Fig, F-559 
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Medicine Cabinets 

WHITE ENAMELLED WOOD 








Fig. F-560 For RECESS 

Overall Measurements— 18" x 24^". 
Wall opening— 17" x 23" x 4". 

Price with Plain Mirror 515.50 

Price with Bevelled Mirror 17.00 



Fig. F-56i For CORNER 



B?\-elle<:l I'rice 
L>arge Width Height Depth Mirror Each 

Size ..20|" 22,^" U).\" 12x18" $32.00 
Small 

Size.. 17" 18'' lOr 9x14" 20.00 

The large size has l plate glass sheh'es. 

The small size has 1 wooden shell. 




Bathroom Cabinet 

White Examelled Wood 

Width 23"; Height 71"; 
Depth of Top 8" and of Cupboard 16?^'" 

Size of Bevelled Mirror 93^2" ^ 27^" 

Conveniences 

Compartments for Medical Supplies and 
for Toilet Sundries, Shaving Materials, 
Manicure Equipment, etc. 

Bevelled Mirror in Door. 

White enamelled Steel draw-out Manicure 
Table 20" x 16". 

Drawer for Towels, Rubber Articles, 
etc.. Cupboard (with gaKanized bas- 
ket) for soiled linen. 

Price $70.00 




ih ^ 
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Fig. F-562 (closed) 



Fig. F-563 (open) 



fezZa^ 134 Craig Street, W. 
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THOMAS ROBERTSON & COMPANY, LIMITED 



Bath Seats 





^nTTTS 




* 'PERFECT'* 
FOLDING BATH SEAT 

A great convenience for Bathing 
children and taking Foot Baths 

Adjustable — fits any bath 

Strong--tested to hold 600 lbs. 

Folds up when not in use 

The metal parts are rust-proof wrought 
brass, nickel-plated, protected with 
heavy rubber where in contact with the 
bath tub. 

The hardwood seat is covered with a 
white pyraline finish, waterproof and 
durable. 

Each $10.50 



mg. F-564 






WHITE DUGO 
ENAMELLED 

For regular type Baths, or for 
Built-in Baths (as illustrated). 

Each $9.00 





Fig. F-S65 




**BUFFALO" 
BATH SEAT 

White enamelled. . .each 
Oak finish each 



$2.80 
2.20 



Fig. F-566 



Rubber Bath Mats 




^ 



Fig. F-567 

Made of Best Soft Pliable Rubber. Impervious to hot or cold water 

36" X 12". Each $3.90 



^W__ 134 Craig Street, W. 




Montreal, Canada 
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Bathroom Stools 



Fig. F-568 



White Enamelled Wood, with 
Rubber Shoes. 

No. 1 14" high— 4 stretchers 
17.20 

No. 2 16" high— 2 stretchers 
6.80 





Fig. F-570 



134 Craig Street, W. 



White Sanoid Waterproof 
Coating on Wood. 

Oblong Top 
14 >: 12 inches 

Height 
15 inches 



Price, each 



$18,00 



Fig. F-569 



DEMI-CHAIR 

Well made of Hard Wood 

Covered with White '*Sanoid" 

Semi-dull Durable Waterproof 

Coating. 

Seat 14" X 12" 

Height of back 2SW 

Price, each $29.00 



..Montreal, Canada 
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"Merion" Automatic Storage Gas 

Water Heater 





The "MERION" Gas Water Heater gives a con- 
stant, dependable Hot Water service at a low-cost. 

It keeps a supply of very hot water always 
available, day or night, and is fully automatic. 

The outside jacket is made of best quality steel 
and finished with fine lacquer. No wasted heat is 
thrown off. Even with the water in the tank and 
pipes at 160 degrees, very little heat is felt on 
placing the hand on any part of the "MERION" 
Heater. 

It is easy to install, only one gas and two water 
connections to make. 



Fig. F-571 

A small powerful gas burner, ao larger than 
the burner on a gas range, in combination with a 
new and revolutionary thermo valve, does away 
with separate pilots and cuts the gas bill. 

In action, the blaze heats water in 3 distinct 
ways. First, by contact with the percolatf^r 
principle heating element; Second, by deflecting 
the blaze against bottom of tank and then sending 
the hot burnt gases through an internal flue — 
heating water all the way, and e\enly both at top 
and bottom. This triple method gets all the 
heat possible out of the gas. 

Made in Three Sizes 

No. 1 14" X 38". . . .15 gallons $120.00 

No. 2 14" X 50". ...20 gallons 140.00 

No. 4 18" X 50". . ..36 gallons 180.00 




Fig. F-572 
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The "Standard" 



COMBINATION BOILER 
and GAS WATER HEATER 



The "Stack 



9J 



GAS WATER HEATER WITH SMALL 
UPRIGHT COPPER TUBES 



(I 



H 




Fig. F-573 

The "STANDARD" com- 
bination has an extra heavy 
galvanized Boiler with rear 
flue, and a specially designed 
one-piece Burner, giving Hot 
Water in five niinutes, and a 
tank full in a very short time. 

Made i.\ Three Sizes m 

No. 1. 12" X 36" 12 gls. $44.00 
No.2.12''x48" I7gls. 48.00 
No. 3. 14" X 48" 24gls. 54.00 



Fig. F-574 

The "STACK" Gas Water 
Heater is constructed on new 
lines, with several small up- 
right copper tubes through 
which the water flows in 
as many thin streams ensuring 
^"e^y rapid heating. The coils are 
easily kept clean and the Burner 
is also removable for cleaning. 

Made ix Three Sizes 
No. 1 for Small Service. . . $29.50 
No. 2 for 30 gall. Boiler . . . 31.50 
No. 3 for 35-40 gall. Boiler 44.00 




'! 
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Gas Water Heaters 

Made of Special Heat Resisting Cast Iron, 
with Double Seamless Copper Coils 



/. 



Made in Two Sizes 



No. 20 7"x 19" 



No. 25 7"x26" 



$14.00 



20.00 




Fig. F-575 
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Steel Storage Tanks 




Meast. Feet 4x2 

U.S. Gallons. . . 



Fig. F-576 

Prices of Galvanized Tanks on 
application 



5x2 6x2 4 X 2M 5x 2^6x2H 
100 120 140 145 180 220 

Price (BlackJ... $104.00 110.40 118-40 128.00 134.40 139-20 

Meast. Feet 7 x 2J'^ 8 x 2^ 6x3 7x3 8x3 10x3 

U.S. Gallons... 250 295 315 365 420 525 

Price (Black)... $155.20 172.80 193.60 225.60 259.20 318.40 

Meast. Feet.... 6x3^^ 7 x 3H 8 x 3M10x 3?^ 12 x33^ 14x3^ 
U.S. Gallons... 435 500 575 720 865 1000 

Price (Black) . S312.0D 326.40 345.60 398.40 486.40 520.00 

Prices include 4 Standard Tappings. 

Additional Tappings, Manholes and Handholes EXTRA 



Galvanized 
Range Boilers 

WORKING PRESSURES: 

'STANDARD" . 

85 Lbs. 

"EXTRA 



Fig. F-577 
Galvanized Range Boilers 



Copper 
Range Boilers 

DOUBLE RIVETTED 



KE.WY" 
1.50 Lbs. 



Capacity 
Gallons 

10 . . 



Size 
Inches 

12 X 20 




18 12 x36 

30 12 X 60 

40 14 X 60 

52 16 X 60 

66 18 X 60 

82 20 X 60 

100 22 X 60 

120 24 X 60 

144 24 X 72 

168 24 X 84 

192 24 X 96 



Tappings 
Inches 

1 or IM 

1 or IK 

1 or IK 

1 or IK 

1 or IK 

1 or IK 

1 or IK 

1 or IK 

1 or IK 

IKor IM 

IK or VA 

IHorVA 



Price 
Stand. Ex.Hvy. 



WORKING 
PRESSURE: 

85 Lbs. 



$14.00 

15.00 

17.50 

22.75 

38.00 

60.75 

74.00 

103.00 

117.00 

164.00 

187.00 

210.00 



22.00 

28.50 

47.50 

76.00 

92.50 

129.00 

146.50 

205.00 

234.00 

262.50 



EXTRA for Special Tappings (if required) 

Size, inches 1 IK IM 

Each S2.70 4.20 5.00 



Fig. F-578. Copper Range Boilers 



(, Q 



Fig, F-577 



Capacity' 
Gallons 


Size, inches 


Price 


30 


12 X 60 


$91.00 


40 


14 x60 


128.00 


50 


14x72 


156.00 


60 


16x72 


210.00 


80 


18x72 


270.00 



F*i 



r^ 



Fig. F-57S 




Larger Sizes to Order 
These Boilers are tapped for Iron Pipe Fittinfts 



134 Craig Stre 





real, Canada 
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Josam Floor and Roof Drains 

The Double Drainage feature is exchisive in Josam Drains and positively prevents water 
seepage around drain through floor to the ceiling beneath, thus providing leak-proof protection 

Series 200A 

Double Drainage Trap and Drain for Showers, 

Urinals and Floors. 

Designed for use in cement, tile, terrazzo, mosaic, mastic 
or other composition floors. 

Strainers furnished concave, convex or flat — -straight 
edge, flanged or feather edged rim to lit porcelain urinal or 
shower receptor having countersunk or tapered outlet. 
Adjustable collar and strainer furnished in brass, polished 
or nickel-plated finish. 








SIZES AND PRICES 



Fig. F-579 

For Wrought Pipe con^ 

nection. If Soil Pipe con 

nector required, see 

Fig. F-585. 



No. 200A 201A 

Strainer, ins. 4 5 

Outlet, ins.. . \}i l}^ 

Price, each. ..$21.00 24.00 



202A 203A 204A 


205A 206A 207A 208A 200A 210A 


4 5 6 


6 5 6 6 7 8 


2 2 m 


2 3 3 4 4 4 


24.00 24.00 25.00 


26.00 30.00 32.00 38.00 42,00 46.00 



- • \ 



Series 300 

Double Drainage Drain Outlet (Without Trap). 

For Porcelain urinals, shower stalls and floors con- 
structed of cement, tile, terrazzo, mosaic, or other com- 
position, also for Swimming Pool Equipment. 

Strainer and collar are brass, polished or nickel-plated. 
Adjustable to allow for variation in thicknessor levelof floor. 

SIZES AND PRICES 

No. 300/1 300/2 301 302 

Strainer, inches 4 4 5 6 

Outlet, inches Ij/g 2 3 4 

Price, each $11.00 12.00 16.00 19.00 

Series 400-S 

Improved Roof Drain for Concrete or Wood Roofs. 

No Flashing Required. 

Provided with an improved type clamping ring which 
has the same surface contour as the flange of the drain. 

Furnished with removable combined sediment cup and 
strainer. Drain has a total depth of 6}4" over all, making it 
applicable to all thicknesses of roofs. Made of heavy cast 
iron, eliminating the possibility of condensation when 
buried in the roof slab. 

For promenade roof a square top, which will fit the body 
of this drain, can be supplied if desired. 




Fig. F-580 

For Wrought Pipe con 
nection. If Soil Pipe Con 
nector required. See 
Fig. F-585, 




' I 



SIZES AND PRICES 

No. 400-S2 400-S3 400-S 401-S 
Outlet ins. 2 3 4 5 

Price, ea. . $28.00 28.00 28.00 32.00 



402-S 404-S 

6 8 

36.00 52.00 



For Wrought Pipe con 

nection. If Soil Pipe con 

nector required see 

Fig. F-5S5. 
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Fig. f -552 

For Wrought Pipe con- 
nection. If .Soil Pipe Con- 
nector required, see 
Fig. F-585. 



Josam Floor and Roof Drains 



Series 500 

Double Drainage Floor Drain or Cesspool 

(With Anti-tilting Grate). 

For dairy, laundry or factory building floors. Also for 
swimming pools and promenade roofs or decks, for use in 
basement areaways, scale and elevator pits. 

SIZES AND PRICES 

No. 500/1 

Overall inches.. 13j^ 

Strainer " 8 

Outlet " 2 

Price, with Iron Strainer, 

each •. .. $12.00 

Price with Brass Rim and 

Strainer, each 24.00 



500/2 


500/3 


501 


13^ 


13f^ 


17 


8 


8 


11 


3 


4 


6 



12.00 12.00 18.00 



24.00 24.00 36.00 

This "Series 500" can be supplied in larger sizes, up to 14" Strainer and 8" outlet. They 
can also be supplied with side outlet. Prices on application. 

Series 600A 

Vent Stack Sleeve for Concrete or Wood Roofs. 

No Flashing Required. 

This new type cast iron Vent Stack Sleeve is designed to 
positively eliminate the necessity of a copper or lead 
flashing. It is equipped with two rings — one, the clamping 
ring which securely holds the roof felts in place and the other, 
a set screw or pressure ring. This set screw ring is tapped 
to receive four J^ inch brass set screws. Tightening these 
screws afiords any desired pressure to be brought on the 
clamping ring which in turn presses on the felts. 




SIZES AND PRICES 

No. 600A/1 r)00A/2 600A/3 601 A 
Inside diani. of 

stack, inches. .2 3 4 5 
Diam. of Flange 

inches 6H 7^ ^H ^H 

Price .. each. _. $5.00 6.00 7.00 8.50 



602A 604A 
6 $ 

10:H \2M 

10.00 18.00 



Fig. F-583 

For \\Yought Pipe con 

nectioji. If Soil Pipe con 

nector required see 

Fk;. F-585. 




Josam Expansion Joint Connection 

(With Brass Sleeve). 

For use with any Roof Drain when Expansion 
Joint is required. Has body of heavy cast iron which 
provides for a movement of Ij^ inches each way in 
the line or a total variation of 3 inches. The heavy 
gauge brass slee\"e has a smooth non-corrosive bear- 
ing surface which works freely against a graphite- 
saturated, round, braided, pure asbestos packing ring. 




Fig. F-5S4 



Inches 

Price, each 



SIZES AND PRICES 

.3 4 5 6 8 

$9.00 10.00 12.00 14.00 20.00 



3 4 Craig 
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Josam Soil Pipe Connectors 



Fig. F-585 



Male soil or cast-iron pipe connectors 
for all types of floor or roof drains. 
These connectors are also furnished with 
female tapping. 

^ 

SIZES AND PRICES 

Diam. Ins. 2 3 4 5 6 8 

Prices 

Each... 11.40 2.00 2.40 2.80 3.20 4.50 rig. F -586 

Fig. F-586. Hub Connections — Prices on application 




Hub 




Fig. F-587 




Series 700A 

Combined Drain and Deep Seal Back-Water Trap 

With Glean-out Plug. 

This new Drain and Trap is of cast-iron, open-seal type. 

Back-Water Valve is of all brass construction, and has 
brass on brass seat, opens easily with flow of water and closes by gravity. The Back- 
Water Vah-e has the same size opening as trap of drain and sewer outlet, giving full area 
through valve. Flap suspended on double hinge, brass pinned. 

The Trap is equipped with screw brass clean-out plug, sufficient in diameter and con- 
veniently located to afford ready access to either the seal of the trap or the sewer outlet. 

Clean-out plug in each size has a diameter two inches greater than the outlet in the 
drain. Trap has long spigot end outlet. 

SIZES AND PRICES 

No. 700-A 701-A 702-A 
Outlet, inches 2 3 4 

Price, each $26.00 30.00 40.00 

Series 900 

Drain for Garage and Industrial Plant Floors. 

With Clean-out Plug. 

This Drain is designed primarll>- for garage and industrial 
plant floors where there is a large flow of water and heavy de- 
posits of dirt and grease, where accessibility for cleaning is very 
necessary and strength and durability are of great importance. 

The heavy special anti-tilting grate lifts out, making the sand fig. F-588 

bucket, which is equipped with hand grips, easily removable for cleaning. Drain can 
also be equipped with gas seal cone which is securely bolted to grate and which prevents 
re-entry of fumes into building. The drain has special brass clean-out plug which sets 
flush with the floor and is of 2" larger diameter than drain outlet. Drain is regularly 
equipped with large pocket for brass Back Water Valve, which can be furnished at added 
cost; drain is furnished in various heights to suit varying thicknesses of floor slabs. 

Diam. Grate Outlet Price Sand Bucket Gas Deflector 

14" 4" $64.00 Extra $16.00 Extra $8.00 
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"Sirdar'' Round Water and Steam Boilers 




Fig. F-589 
Type "A" with Low Base 




Fig. F-591 
Type *'B" with High Base 




Fig. F-590 
Type *'B" with Low Base 




Fig. F-592 {Steam Boiler) 

Type *'C" with Fire Pot, 
Two Sections, and Dome 



Sirdar Boilers are made entirely of the best cast iron, and are practically indestructible. Steel Boilers 
become coated inside with scale, ■which is a non-conductor of heat. They also rust rapidly, and the tubes 
require to be renewed at short intervals. Sirdar Boilers will not scale, and are almost impervious to rust, 
hence their great efficiency and durability. 

FOR RATINGS, DIMENSIONS AND PRICES, SEE OUR *'SIRDAR'^ HEATING CATALOGUE 




134 Craig Street, W. 




Montreal, Canada 
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"Ideal" Sectional Boilers , 





Fig. F-593 

36-inch "Ideal" Sectional Water Boiler 

Made in 24 sizes, for 1,000 to 1.S,-100 square 
feet of radiation, for Hard or Soft Coal. 



Fig. F-594 

19-inch "Ideal" Sectional Steam Boiler 

Made in 24- sizes, for 600 to '•>,MS square feet 
of radiation. For iiartl or Soft Coal 



Note: — Special Doors and Grates for Wood burning will be supplied, if desired 



"Ideal-Arco" Water and Steam Boilers 





Fig. F-595 {For Water) 

Made in 13 sizes, for 360 to 1,950 square feet 
of radiation. For Hard Coal. 



fig. F-596 [For Steam) 

Made in 18 sizes, for 300 to 1,650 square feet of 
radiation. For Hard Coal 



FOR RATINGS, DIMENSIONS AND PRICES, SEE OUR "SIRDAR" HEATING CATALOGUE 




134 Craig Street, W. 




Montreal, Canada 
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THOMAS ROBERTSON & COMPANY, LIMITED 



"Mogul" Round 
Water Boiler 




Fig. F-597. Low Base 

Made in 17 sizes, for ,S75 to 4,000 square 
feet of rarliation. For Hard Coai. 



BungaloAV Heaters 

For Heating Bungalows, etc., by Hot Water 




Fig. F~599 "Ideal Bungalow 



*» 



Made in 6 sizes for 150 to 600 square feet of 

radiation- 




"Areola" Combination 
Boiler & Radiator 





Fig. F-598 For Hot Water 

Made in 6 sizes, for 150 to 525 square feet 

of radiation. 



"Ideal" Smokeless 
Down-Draft Boilers 




Fig. F-600 For Water or Steam 

Made in 16 sizes for 1,500 to 15,800 square feet 
of radiation. For Soft Coal. 



FOR RATINGS, DIMENSIONS AND PRICES, SEE OUR "SIRDAR" HEATING CATALOGUE 




13 4 Cr aig Street, W. 




Montreal, Canada 
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"Sirdar'^PortableSmokeless Firebox Boiler 
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Fig. F-601 

We supply these Firebox Boilers, both Brickset and Portable, in a great number of sizes, giving up to 
26,400 square feet of radiation with Brickset Boilers, and up to 33,000 square feet with Portable Boilers. 

Ouotations with complete specifications will be furnished on receipt 

of particulars of requirements 

Wilks' Water-Heater and Garbage Burner 



Especially designed for Heating Water and Burning Garbage in 
Hotels, Residences, Apartment Ruihiings, Hospitals, 

Restaurants, Etc- 
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Fig. F-602 {Sizes 1-4) 



Fig. F-603 {Sizes 5-10, 23-24) 



Full particulars and prices will be furnished on application 



134 Craig Street, W. 
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'^ Sirdar" Radiators 



Fig. F-604 (Standard pattern) 



ii 



Sirdar" Wall Radiators 




Fig. F-6V6 {Vertical 7-B and 9-B) 



FOR ILLUSTRATIONS OF OUR COMPLETE LINE OF RADIATORS, TABLES OF HEATING 
SURFACES, PRICES, etc.. SEE OUR '*SIRDAR" HEATING CATALOGUE.' 




134 Craig Street, W. 





Fig. F-607 [Horizontal 7-A and 9'A) 



Montreal, Canada 
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Corto Radiators 



FOR STEAM OR WATER 



NEW and ARTISTIC 
DESIGN 

The smaller columns and the symmetri- 
cal spacings between them, offer a greater 
relative efficiency than the ordinary 
patterns of Column Radiators. 



Made in 3, 4, 5, and 6 columns. 



Heights 20". 26", 32" and 38". 




F/£. F-608 



\m\ 
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Sirdar Window Radiators 







FOR STEAM OR WATER 



1 I 



Heights 13", 16" and 20" 



Fig. F~609 



FOR ILLUSTRATIONS OF OUR COMPLETE LINE OF RADIATORS. TABLES OF HEATING 
SURFACES, PRICES, etc., SEE OUR "SIRDAR" HEATING CATALOGUE 
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134 Craig Street, W. 
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Sirdar Tank and 





Laundry Heaters 




Fig. F-610 
No3. T-00, T-0,T-101 



Fig. F-611 
Nos. H'lO toH-32 

Fig. F-610 and F-611 TANK HEATERS 



Fig. F-612 
Laundry Heaters 



Size 


Nomina 


Type of 


Size of 


Ga Ions 


Price with 


Price without 


No. 


Diameter 
of Grate 


Grate 


Out ets 


Heated 

per hour 


Base Plate 


Base Plate 


T- 00 


10 inches 


Slide Centre 


One 114" 


60 


$45.00 




T- 


10 inches 


S ide Centre 


One IJ^" 


90 


63.00 




T-IOI 


10 inches 


S ide Centre 


One 13^" 


140 


73.00 




H-10 


12 inches 


Rocking 


Three 1 }4" 


190 


132.00 


S120.00 


H-12 


12 inches 


Rocking 


Tiree P^" 


210 


155.00 


143.00 


H-20 


15 inches 


Rocking 


Three 2" 


380 


176.00 


164.00 


H-22 


IS inches 


Rocking 


Three 2" 


425 


215.00 


203.00 


H-30 


18 inches 


Rocking 


Three 2" 


600 


225.00 


210.00 


H-32 


18 inches 


Rockine 


Three 2" 


660 


264.00 


249.00 



Note:— Nos. H-12, H-22, H-32 have Dome Sections. Nos. H-10, H-20, H-30 are without Dome Sections. 

Fig. F-612 LAUNDRY HEATERS 



Pattern 
Name 


Size 
No. 


Nomina 
Diameter 


Type o" 
Grate 


Size of 
Top 


Size of 
Outlet 


* 

Gallons 

iieated per 

hour 


Price 


'^BRONCO"' "1 
Laundry j 


8 
9 


8 inches 
8 inches 


S ide Centre 
Slide Centre 


+"x20" 
15"x21H'' 


One 1" 
One 1" 


40 
40 


S35.00 
36.50 


''YORK'' 

with Ashpan 


8 
' 9 


8 inches 

8 inches 


Slide Centre 
Slide Centre 


U"x20" 
15"x2lK'' 


One 1" 
One 1" 


40 
40 


38.00 

40.00 


'TORO'' 

I aunc ry 

1 


8.D 
9-D 
1-D 


10 inches 

10 inches 
10 inches 


Shde Centre 
Slide Centre 
S ide Centre 


14x''20" 

1V'x21H" 


One IH" 
One VA'' 
One 1" 


100 
100 
100 


60.00 
63.00 

77.00 



*These ratings represent the quantity of water raised 25 degrees Fahrenheit per hour for eight 

consecutive hours on one full charge of hard coal as fuel. 



FOR COMPLETE INFORMATION SEE OUR "SIRDARS' HEATING CATALOGUE 




134 Craig Street, W. 
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^'IDEAL VECTO'' HEATER 

Special Features 

Solid seamless body construction, prevent- 
ing gases, dust or soot from escaping into 
rooms. Cleanliness and economy are in- 
sured. Special heating surface warms 
large volumes of air. Lock-safe door, an 
extra guarantee of cleanliness, safety and 
economy. Pyrex Glow Panels withstand 
high temperatures and remain transparent. 
Exterior finish is a beautiful vitreous 
enamel, lustrous and permanent. 

Measurements 49" high, 22" wide. 34" deep 

For use in buildings containing not over 
6,000 cubic feet contents. 



Fig. F-613 



-FINDLAY'' FURNACE 



"STERLING". "KIR-BEN" & "ROYAL" 
FURNACES, ALL SIZES. 

Burns Soft Coal Smokelessly* 

All sizes are equipped with the Hot Blast Attach- 
ment which makes possible the burning of all 
grades of coal with cleanliness and economy. 
The Fire Door is extra large, giving plenty of 
space for firing. Large chunks of coal or wood 
can be handled with ease. 

Moisture is supplied to the air. From seven to 
ten gallons of water are evaporated every twenty- 
four hours. The large, properly-placed Vapor 
Pan makes this possible. 




W< 



Fig. F-614 
FULL PARTICULARS OF THESE WARM AIR FURNACES FURNISHED ON APPLICATION 




134 Craig Street, W. 




Montreal, Canada 
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Peerless'' Pneumatic Water Systems 



FOR COUNTRY HOUSES, FARMS, Etc. 

The PEERLESS Water Systems are made in many series, designed to operate under any possible com- 
bination of conditions and capable of furnishing an adequate water supply for private homes, hotels, golf 
clubs, public institutions, villages, etc. Advise us of your requirements and we will send full details of 
equipment suitable for your purpose. 







Fig. F-615 

SECTIONAL VIEW OF INSTALLATION, OPERATED BY HAND OR POWER 

The operation of a PNEUMATIC WATER SUPPLY SYSTEM is quite simple, and very little technical 
knowledge is required. As shown in the above illustration, an ABSOLUTELY AIR-TIGHT TANK is 
fixed in the basement (or other suitable location) and two pipes are connected to the bottom of the Tank, 
one to convey the Water from the Pump to the Tank, and the other to carry and distribute the Water to the 
various Plumbing Fixtures. 

As the Water is forced into the bottom of the Tank, the Air in the Tank is gradually compressed, creating 
a Force known as PRESSURE, and when a Tap is opened this PRESSURE (Compressed Air) forces the 
deliver>- of the Water. Should a Tap be opened in the Basement, ALL of the Water In the Tank may be 
forced out by the Compressed Air expanding back to its normal volume. NO AIR CAN ESCAPE FROM 
THE TANK WHILE ANY WATER REMAINS IN IT as the Inlet (or Delivery) pipe and Outlet (or 
Discharge) pipe are connected into the bottom of the Tank. 

For each pound of pressure indicated by the gauge, the water can be forced up through a vertical pipe to a 
height of 27 inches. Therefore, 60 pounds pressure will elevate water 135 feet above the Tank, so that, 
while all the water in the Tank would be discharged from a basement tap, a lesser quantity would be dis- 
charged from the fixtures in the upper floors. 

With an ABSOLUTELY AIR-TIGHT TANK the contained air can be lost only in one way, viz: its 
absorption by the water, and as a rule the loss due to this cause is infinitesimal. More Air can be supplied, 
however, when it becomes necessar>-, by placing an "Air Intake Valve" at a convenient point on the Pump 
or the Suction Line (for small installations), or by the use of a Separate Air Compressor driven by power 
(for ver\- large systems) . 

The \\ater comes direct from the source of supply and is at no time exposed to the open air, dust, or other 
impurities. The Tank, etc., being located in the basement (or underground) the Water is cool In Summer, 
and free from the danger of Frost in the Winter. 

THE PUMP MAY BE OPERATED BY HAND, GASOLINE ENGINE, OR ELECTRICITY. 

Particulars and prices of Tanks, Pumps, and Fittings furnished on application. 
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Pneumatic Water Systems 

FOR COUNTRY HOUSES. SCHOOLS, CLUBS, FACTORIES, FARMS, etc 




Fig. F-616 



-PEERLESS COTTAGE" & 
'^CONSTANT COMFORT" 

SYSTEMS 

Include heavy rivetted tanks 
that won't explode. 
Guaranteed for ten years. 
The four pump valves in your 
hand in five seconds by remov- 
ing one nut. 

Automatic and accessible to the 
last degree. 

Capacities of Pumps, 

Sizes of Tanks, and prices 

on application 

Full details and quotations 

on application for 

ELECTRICAL or GASOLINE 

systems of any capacity, for 

any type of installation. 




HAND POWER SYSTEMS 

Sufficient capacity to supply water for all 
domestic purposes in residences containing 
from 3 to 12 persons, according to size of 
Tank, etc. 

Fittings Supplied 

Tank, Pump, Pressure Gauge, Water Glass, 
Gate Valve, Stopcock, Emptying Bibb, and 
Pipes as shown 

Sizes and prices 
on application 



FRESH 
WATER 

SERVICE 
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Fig. F-617 
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'^Mueller" Water Pressure Regulator 

for controlling the pressure in Water Pipes 




This Regulator is made of Bronze, and is 
non-corrosive; it has full seat opening to pass a 
large volume of water; the wearing parts are 
easily replaced: the diaphragm is made of a 
special composition which is extremely dur- 
able, and the valve is guaranteed to give 
thoroughly satisfactory service. 

It is particularly recommended to fiix a 
Strainer (as shown) with this Regulator. 
This strainer has bronze cleanout and copper 
screen, which keeps out sand, grit, scale, 
cuttings, etc. 




Fig. F-618 Showing Regulator 

with Strainer Prices of Regulators 

Size, inches 3^ % 1 

Each $20.00 21.50 34.60 



m 1^ 

89.00 120.00 



2 
173.00 



Prices of Strainers 

Size, inches 14 M 1 1J4 

Each $4,00 4.50 8.00 13.50 



IV 



23.40 34.00 45.00 



3 4 

54.00 97.00 



Gauges are extra. Prices on application. 
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"Mueller Automatic System of Hot 

Water Heat Control 



Ensuring Uniformity of Temperature under all conditions. 



No Expansion Tank required (open 
or closed) eliminating danger of an over- 
flow or freezing, etc. 



DAMPER CONTROL 



Automatically feeds fresh water to 
the Boiler, prevents excessive pressure 
and regulates the temperature by means 
of the Damper Control. 

The Reducing Valve and Relief Valve 
are positive in action. The working 
parts are of bronze, with phosphor 
bronze diaphragms. 

Price of special fittings, including 
Damper Control $80.00 

Price of special fittings without 
Damper Control $65.00 



CHAIM TO 
CHECK DRAFT 




>fCOMP 

STOP AND 

CHECK 



STRAINER 



REOUCtNC VALVE 



REUEF VALVE 



V4 DISCHARGE TO 
FLOOR DRAIN 



DRAIN 
STOP 



Fig. F~619 showing a typical installation 
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Septic Tank Sewage Disposal Systems 



FOR COUNTRY HOMES 
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fig. F-621 




Fig. F-620 

Showing Septic Tank, Dosing Tank, and Soakaway Pipes 

Manv farmers and suburban dwellers and residents of small towns would be glad to install niodern plumbinjr 
in their homes if thev knew how they could economically dispose of the sew-age in a sanitary manner. 1 his 
can be accomplished" without the use of the e\-il-smelling and disagreeable cesspool, and practically without 
any attention whatsoever once the Septic Tank s>-stem is installed and in working order. 

There is an impression in the minds of manv rural residents that the cost of a Septic Tank systeni is ex- 
cessive, but we desire to point out that the cost is very little if any more than the cost of a plumbing instal- 

lat: 

but 

open pit-closet or the cesspool. 1 he bept.^ ...... - , i r i tk t- ir 

disposing of waste matter bv the action of certain bacteria and the aid oC oxygen and sunlight. 1 he tanK 

is constructed with two chambers, the septic tank proper and the 
dosing chamber where the automatic syphon is located. 

Raw sewage should be retained in the first chamber, w^hich really is 
the "septic" tank, for about 24 to 48 hours. While the discharge should 
be not oftener than twice or three times per day, the method to adopt m 
arriving at the size of a tank is as follows: 

Allo%v 25 gallons of fluid per person occupying the house (6}4 gallons 
equal 1 cubic foot), and consttutt the dosing chamber accordmgly. 

The sewage must be discharged intermittently, through an Automatic 

Syphon which can be depended on to operate 
automatically at the required intervals. For this 
purpose we can confidently recommend the Syphon 
shown Fig.. F-621. 

These svphons discharge when the sewage is 14 
inches in depth from the low water le\-el, or about 
17 inches from the bottom of the tank. 

Each syphon has a bead on the long leg. This bead should be 
placed on a level with the bottom of the tank; the portion below bemg 
embedded in cement and set level. 

Note— In the Plan or Layout Fig. F-620 the Y Branches down the 
centre line have cemented joints, but the lateral Field or Tile pipes 
have open joints. This disposal field should begin 25 feet from tank. 

Do not allow disinfectants to enter the tank or the septic 
action will be destroyed. See your plumber to-day, or write 
us giving details and we will advise you. 

- - . ' * 

4-inch AUTOMATIC SYPHON Each $24.00 
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Accessories for Bathrooms 204 to 227 

Adjustable Bath Supply Pipes 27 

Adjustable Legs tor Sinks 159 

Adjustable Traps for Lavatories 97 

Adjustable Traps for Sinks 180 

All-Steel Baths 30 

"Anthes" Syphon for Septic Tanks 245 

Anti-splash Lavatories 67 

"Arco" Steam and Water Boilers 235 

"Areola" Boiler and Radiator 236 

''Arctic" Frost-proof Closet Fixtuies 151 

Ash Drainboards for Sinks 164 

Automatic Control for Drinking 

Fountains 184, 186, 187 

Automatic Control for Hot Water Heating. 244 

Automatic Flushing Tanks 201 

Automatic Gas Water Heaters 228 

Automatic Syphons for Septic Tanks 245 

Automatic System {''Mueller") of Heat 

Control 244 

"Avon" Enamelled Iron Baths 27 

B 

Baby Baths 110 

Baby Safety Seats for Closets 137 

Backs for Enamelled Iron Sinks 163 

Back-water Traps for Floor Drains 233 

Barbers' Lavatories 98 to 103 

Barbers' Shampoo Fittings 103 to lOS 

Basin Faucets 92 to 96 

Basin Faucets with Shampoo Spray 101 to 104 
Basin Supply and Bubbler Jet Combination 192 

Basins, Urinal 200 

Baskets for Towels 210 

Bath and Shower Combination Fittings 20 to 24 

Bath Faucets 25 to 29, 32, 33, 44 

Bath Faucets with Drain and Overflow .... i3 

Bath Faucets with Shower or Spray 33, 41 

Bath Mats 226 

Bath Seats 226 

Bath Supply Pipes 27, 28, 29 

Bathroom Accessories 204 to 227 

Bathroom Cabinets 221 to 225 

Bathroom Chairs 227 

Bathroom Hooks 205, 206, 216 

Bathroom Mirrors 218 to 220 

Bathroom Scales 220 

Bathroom Shelves 205, 207, 208 

Bathroom Stools 227 

Bathrooms. Modern 3,4, 5 

Baths, All-Steel 30 

Baths, Enamelled Iron 3 to 17, 27 to 31 

Baths, Enamelled Iron for Corner 

3,4.8,10,11,12,14,15 

Baths, Enamelled Iron for Recess. . _7, 13, 16, 17 
Baths, Enamelled Iron, Wall Pattern.. 9 

Baths, Fittings for 20 to 29, 32, 33, 44 

Baths, for Infants. . . . : HO 

Baths, Hospital no 

Baths, Porcelainware 18, 19 

Bedpan Sinks for Hospitals 109 

Bellco" Closet Bowls '142, 143 

Bellco" Closet Fixtures with Flush 

Valves 117,120 

Bidets, Pedestal Type 107 

Boiler Drain Faucets 177 

Boilers, for Steam and Water 234 to 237 
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Boilers, Range (Copper and Galvanized P^if 

Iron) 230 

Boilers, Range, Drain Faucet for 177 

Boilers, Range, Supply Control for 177 

"Bordo" Closet Fixtures for Prisons 112, 119 

Bottle Trap, ("Diamond") 180 

Bowls, Closet 138 to 146 

"Bronco" Laundry Heaters 240 

Brush and Comb Holders 216 

Bubbler Heads for Drinking Fountains . 190, 193 
Bubbler Jet and Basin Supply Combination 192 
Bubbler Jet for Drinking 

Fountains 189, 190, 193, 194 

Bubbler Jet for Sink Faucets . 194 

"Buffalo" Bath Seats 226 

Built-in Bath and Shower Fittings 20 to 24 

Built-in Bath Fittings 25, 26, 44 

Built-in Bathroom Accessories 204, 205 

Built-in Enamelled Iron Baths 3, 4, 7 to 17 

Built-in Porcelainware Baths 18, 19 

Built-in Shampoo Fittings. . .98 to 100, 104, 105 
Built-in ShowerFittings.20 to24, 34to37,42,44 

Built-in Sink Fittings 178 

Bungalow Heaters 236 

c 

Cabinets, Medicine 221 to 225 

Carriers, (Wall) for Lavatories 62 

Cast Iron Bottle Traps 180 

Cast Iron Centrifugal Traps 182 

Cast Iron Drum Traps 180 

Cast Iron Enamelled Baths 3 to 17, 27 to 31 

Cast Iron Enamelled Baths, for 

Corner 3, 4, 8, 10 to 12, 14, 15 

Cast Iron Enamelled Baths for 

Recess 7, 13,16, 17 

Cast Iron Enamelled Baths, Wall Pattern., 9 
Cast Iron Enamelled Baths with 

Shower 3,4, 7 to 9, 16 

Cast Iron Grease Traps 181, 233 

Cast Iron Sinks (Painted) 163 

Cast Iron Traps for Lavatories and 

Sinks 180 to 182 

Cast Iron Traps for Show'ers, Urinals, Etc.. 231 

Cement Laundry Tubs 171 

"Centrar' Bath and Shower 

Fittings 20,22,25,26 

Centrifugal Traps for Lavatories 97 

Centrifugal Traps for Sinks 182 

Chairs for Bathrooms 227 

Chemical Closets (for Country Houses, 

Farms, Etc) 151 

Child's Bath liQ 

China Encased Lavatory Faucets 94 

Chinaware Automatic Tanks 201 

Chinaware Bathroom Accessories. . .204 to 207 

Chinaware Closet Bowls 138 to 146 

Chinaware Drinking Fountains 183 to 188 

Chinaware Hospital Fixtures. ,..,., 107 to 1 10 
Chinaware Lavatories, Hanging 

48, 62 to 67, 70 to 73 

Chinaware Lavatories, Hospital 107 

Chinaware Lavatories, Leg 54 to 61, 69 

Chinaware Lavatories, Pedestal. . .49 to 53, 68 

Chinaware Lavatories, Prison lH 

Chinaware Lowdown Tanks 147 

Chinaware Manicure Table 106 

Chinaware Shower Heads 20 to 23, 42 
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Chinaware Tumblers 206 

Clinic Slop Sinks 108, 109 

Closet Bowls 138 to 146 

Closet Fixtures, Enamelled Iron (Range 

and Trough) 152 to 155 

Closet Fixtures for Factories 

128,130, 131, 152 to 155 

Closet Fixtures for Farms, etc 151 

Closet Fixtures for Hospitals 118 

Closet Fixtures for Prisons and 

Penitentiaries 112, 113, 119 

Closet Fixtures for Steamers 156 

Closet Fixtures, Frostproof (''Arctic") 151 

Closet Fixtures "Si-lo" Noiseless 121 

Closet Fixtures with Flush 

Valves 114 to 120, 128 

Closet Fixtures with High-up Tanks 5, 129 to 131 
Closet Fixtures with Lowdown 

Tanks 4, 5, 120 to 128 

Closet Fixtures with Lowdown Tanks, 

'^Onepiece" 120 

Closet Fixtures with Seat Action Flush 

Valves 119, 128 

Closet Fixtures with Seat-action Tanks 128 

Closet Fixtures -with Self-raising Seats 125 

Closet Fixtures with 'Teck'' Flush Valves., 120 
Closet Ranges for Factories, Schools, 

Etc 152 to 155 

Closet Seats 132 to 137 

Closet Seats ^^Baby Safety" 137 

Closet Seats "Evernu'* 134 

Closet Seats, Self-raising 136 

Closet Seats '*Whale-bone-ite" 134 

'^Collegiate" Seat-action Closet Fixture. . . , 119 

Comb and Brush Holders 216 

Combination Drain and Overflow Fittings 

for Baths 25 to 29 

Combination Drain and Overflow Fittings 

for Lavatories 95 

Combination Faucets for Baths. . . .25, 26, 32, ^3 
Combination Faucets for Laundry Tubs, . . . 179 
Combination Faucets for Sink and Laundry 

Tubs 178,179 

Combination Faucets for Slop 

Sinks 108,109,179 

Combination Faucets and Drain Fitting 

for Lavatories 95 

Combination Sink and Laundry Tub , . , 166, 167 

Composition Lowdown Tanks 127, 149 

Compression Faucets for Baths 32, i^ 

Compression Faucets for Lavatories. ,92 to 96 

Compression Faucets for Sinks 176, 177 

Compression Faucets for Washtubs 179 

Compression Sill Faucets 177 

Compression Stop and Drain Faucets 177 

''Conred" Enamelled Iron Corner Baths . . 14, 15 
"Constant Comfort" Pneumatic Water 

System 243 

Continuous Flow Baths for Hospitals 110 

Controllers (Power's Temperature) for 

Showers 45 

Copper Lined High-up Tanks 150 

Copper Lined Sinks : • • . . 172 

Copper Range Boilers 230 

Corner Baths (Enamelled Iron) 

3,4,8,10,11,12,14,15 

Corner Baths (Porcelainware) 19 



Pcge 
Corner Lavatories (Chinaware) . . . .61,66, 72, 73 

Corner Lavatories (Enamelled Iron) 80, 81 

Corner Medicine Cabinet 225 

"Corto" Radiators 239 

"Cottage" Pneumatic Water System 243 

Country Closets (Chemical) 151 

Curtain Rods for Baths and Showers 46 

Curtains for Showers 46 



D 

Deep Kitchen Sinks , 163 

Deep Seal Back-water Trap 233 

"Demi-chair" for Bathrooms 227 

Dental Lavatories 106 

Designs for Bathrooms 3, 4, 5 

"Diamond" Cast Iron Bottle Traps 180 

"Diamond" Cast Iron Grease Traps 181 

Disposal of Sewage (Septic Tanks) 245 

Doors for Showers 34, 47 

Double Bath Faucets 23, 25 to 29, 32, ZZ 

Double Drainage Traps 231 

Double Jet Drinking Fountain 186, 191,192 

Double Lavatory Faucets 93 to 96 

Double Laundry Tubs (Cement) 171 

Double Laundry Tubs (Enamelled 

Iron) 168 to 170 

Double Pantry Faucets 96 

Double Sink Faucets , 178, 179 

Double Trough Urinals (Enamelled Iron) , , 203 

Downdraft Smokeless Boilers 236 

Drainage Traps for Floors and Roofs 231 to 233 

Drainboards for Sinks 164 

Drain Faucet for Range Boiler 177 

Drain Fitting for Baths 20 to 23, 25 to 29 

Drain Fitting for Lavatories 95 

Drains for Garage Floors, Swimming Pools, 

Etc , , 231 to 233 

Drinking Fountains, 

Hanging 183 to 186, 190 to 192 

Drinking Fountains, Nickel-plated . . 193 to 194 
Drinking Fountains, Pedestal Type. 186 to 190 
Drinkmg Fountains with Automatic 

Control 184, 186,187 

Drinking Fountains with Double 

Jet 186, 191, 192 

Drinking Fountains with Water Cooler, . , . 187 

Drum Traps, Cast Iron 180 

^^Duco" (White) Covered Closet Seats 132 



E 

Electric Dish W^ashing Sinks 165 

"Empire'^ Closet Bowls 139 to 141 

"Empire" Closet Fixtures 4, 121 to 123 

Enanielled Iron Backs for Sinks 163 

Enamelled Iron Barbers' Lavatories, 101 to 103 

Enamelled Iron Baths 3 to 17, 27 to 31 

Enamelled Iron Closets in Ranges- .152 to 155 

Enamelled Iron Corner Lavatories 5, 80, 81 

Enamelled Iron Drainboards 164 

Enamelled Iron Drinking Fountains 

(Hanging Type) 190 to 192 

Enamelled Iron Drinking Fountains 

(Pedestal Type) 189, 190 

Enamelled Iron Floor Slabs for Closet 

Bowls 151 




134 Craig Street, W, 




Montreal, Canada 



i 




Page 248 







M 



;iil 






'f 





,1 <!' 



I i' 










f 




k 



^ 



"^ 



THOMAS ROBERTSON & COMPANY, LIMITED 



INDEX — Continued 



Page 

Enamelled Iron Foot Baths 31 

Enamelled Iron Grease Traps 181 

Enamelled Iron Hanging 

Lavatories 4, 5, 77 to 81, 83, 89 

Enamelled Iron Kitchen Sinks 159 to 163 

Enamelled Iron Laundry Tubs 166 to 170 

Enamelled Iron Lavatories.. ..3, 4, 5, 74 to 91 

Enamelleti Iron Leg Lavatories 76 

Enamelled Iron Legs (Adjustable) for 

Sinks 159 

Enamelled Iron Lowdown Tanks 148 

Enamelled Iron Pedestal Lava,tories 

3,4,74.75,82 

Enamelled Iron Range Closets 152 to 155 

Enamelled Iron Receptors for Showers 43 

Enamelled Iron Sectional Lavatories . . 84 to 89 
Enamelled Iron Sink and Laundry Tub 

Combinations. 166, 167 

Enamelled Iron Sink hacks 163 

Enamelled Iron Sinks 159 to 163 

Enamelled Iron Sitz Baths 31 

Enamelled Iron Slop Sinks 173 to 175 

Enamelled Iron Tanks for 

Closets 125, 126, 12S, 148 

Enamelled Iron Tanks for Urinals 201 

Enamelled Iron Trap Standards 182 

Enamelled Iron Traps for Lavatories and 

Sinks 180 

Enamelled Iron Troug-h Closets 152, 153 

Enamelled Iron Trough Lavatories. . ..87 to 91 

Enamelled Iron Trough Urinals 202,203 

Enamelled Iron Urina! Basins 200 

Enamelled Steel Medicine Cabinets 221,222 

Enamelled Wood iMedicine Cabinets 223 to 225 

Enclosures for Showers 34, 35, 47 

"Evernu" Hard Rubber Closet Seats 134 

Expansion Joint Connection (Josam's) 232 

"Expresse" Closet Bowls 146 

"Expresse" Closet Fixture with High-up 

Tank 131 

F 

Factories, Closet Fixtures for 130, 131, 152 to 155 
Factories, Drinking Fountains for. . .187 to 192 

Factories, Lavatories for 83 to 91 

Factories, Showers for 23, 35, 37 to 41 

Factories, Urinals for 202, 203 

Farms, Chemical Closets for 151 

Faucets for Baths 25 to 29, 32, 33, 44 

Faucets for Laundry Tubs 176 to 179 

Faucets for Lavatories 92 to 96 

Faucets for Pantry Sinks 96, 178 

Faucets for Sink and Laundry Tub 

Combination 1 78 

Faucets for Sinks 176, 177 

Faucets for Slop Sinks 108, 109, 179 

Faucets for Trough Lavatories 91 

Faucets for Washtubs 179 

Faucets, Sill 177 

Faucets, Stop and Drain 177 

"Findlay" Warm Air Furnace 241 

Flat Rim Kitchen Sinks (Enamelled Iron).. 163 
Flat Rim Laundry Tubs (Enamelled 

Ifon) 169, 170 

Floor and Roof Drains 231 to 233 

Floor Slabs (Enamelled Iron) for Closet 

Bowls 151 

Flush Valves with Closet Fixtures 114 to 120, 128 



Page 

Folding Bath Seats ("Perfect") 226 

Foot Baths (Enamelled Iron) 31 

Fountains (See Drinking Fountains) 183 to 194 
Frost-proof Closet Fixtures ("Arctic") . . . , , 151 
Furnaces, Warm Air 241 



Galvanized Range Boilers 230 

Galvanized Sheet Iron Scullery Sinks 172 

Gaols, Closets and Wash-basins 

for Ill to 113, 119 

Garage Floor Drains 231 to 233 

Garbage Burners 237 

Gas Water Heaters 228, 229 

"Germproof" Drinking Fountains. . . 183 to' 188 

Glass Shelves for Towels 205, 207, 208 

Glass Towel Bars 207, 208 

Grab Rails 204, 205^ 207 

Grease Traps 181, 233 

H 

Hand Rait and Towe! Bar 205, 207 

Hanging Drinking Fountains 

183 to 186, 190 to 194 

Hanging Lavatories, Chinaware 

48, 62 to 67. 70 to 73, 99, 100 

Hanging Lavatories, Enamelled Iron 

■ . 4, 5, 77 to 81, 83, 89, 102, 103 

Hanging Urinal Basins , . 200 

Hat and Coat Hooks 206, 216 

"Health-0-i\Ieter" Bathroom Scales 220 

Heaters, Bungalow 236 

Heaters, Gas Water 228 229 

Heaters, Tank, "Siroar", Etc '240 

High-up Tanks for Closets 129 to 131, 150 

High-up Tanks for Urinals 201 

Holders, Brush and Comb 216 

Holders, Razor Strop 206, 216 

Holders, Soap 204,206,211,212 

Holders, Soap and Sponge 214 

Holders, Sponge 205, 214 

Holders, Toilet Paper 205,206,217 

Holders, Toothbrush 205,206,215 

Holders, Towel 205. 207 to 210 

Holders, Tumbler 205, 206,214, 215 

Holders, Tumbler and Toothbrush 206,215 

Hooks, Hat and Coat 216 

Hooks, Robe 205,206,216 

Hooks, Strop 206, 216 

Hospital Baths hq 

Hospital Lavatories 107 

Hospital Radiators 238 

Hospital Slop Sinks 108, 109 

Hot Air Furnaces 241 

Hot Water Boilers 234 to 236 

Hot Water Radiators 238, 239 

Hub Connections ' 233 



"Ideal Arco" Water and Steam Boilers .... 235 

"Ideal" Bungalow Heaters 236 

"Ideal" Smokeless Downdraft Boilers 236 

"Ideal Vecto" Warm Air Furnace. . . , 241 

"Ideal" Water and Steam Boilers 235 

"Indus" Enamelled Iron Baths 4, 5, 28 

Infants' Baths no 

Integral China Nozzle and Soapdish 21,25 
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Jets (Bubbler) for Drinking Fountains 

189,190,193 

Joint (Expansion) Connection 232 

"Josam" Floor and Roof Drains .... 231 to 233 

"Jumbo" Cast Iron Grease Traps 181 

"Juvenile" Closet Bowls 141, US 

K 

Kitchen Sinks, Enamelled Iron 159 to 163 

Kitchen Sinks, Enamelled Iron with , 

Drainboards 159 to 161 

Kitchen Sinks, Porcelain ware 158 

"Knechtel" Bathroom Cabinets 225 

"Kohler" Electric Dish-washing Sinks 165 



67 
89 

91 

95 



Latrines in Ranges (Enamelled Iron) . 152 to 155 

Laundry Heaters 240 

Laundry Tub and Sink Combinations . . 166, 167 

Laundry Tub Faucets 178, 179 

Laundrv Tubs, Cement 171 

Laundry Tubs, Enamelled Iron 166 to 170 

Lavatories, Chinaware, Hanging 

48. 62 to 67, 70 to 73, 99, 100 

Lavatories, Chinaware, Leg . .54 to 61, 69, 98, 99 
Lavatories, Chinaware, Pedestal. . ^49 Jo ^2i, 68 

Lavatories, Corner 61, 66, 72, 73, 80, SI 

Lavatories, Enamelled Iron, Hanging 

4. 5, 77 to 81, 83, 89, 102, 103 

Lavatories, Enamelled Iron, Leg 76 

Lavatories, Enamelled Iron, Pedestal 

3,4,74,75,82, 101,102 

Lavatories for Barbers 98 to 103 

Lavatories for Hospitals 107 

Lavatories for Prisons 1 1 1 to 113 

Lavatories for Steamers 

Lavatories, Sectional 84 to 

Lavatories, Trough 87 to 

Lavatory Combination Faucets and Dram 

Fitting _ -94, 

Lavatory Drain Fittings 95 

Lavatory Faucets 92 to 96 

Lavatory Ranges (Enamelled Iron) 82 to 86 

Lavatory Traps 97, 180 

Leg Lavato.-ies (Chinaware) 54 to 61, 69, 98 

Leg Lavatories (Enamelled Iron) 76 

Legs (Adjustable) for Sinks 159 

"L'Expresse" Closet Bowls 146 

"L'Expresse" Closet Fixture with High-up 

Tank 1^1 

Lift Drain Fitting for Baths. .20 to 22, 24 to 2/ 

Lift Drain Fitting for Lavatories 95 

Liquid Soap Dispensers 213 

Locking Towel Bars. 209 

Lowdown Closet Fixtures 4, 5, 120 to 128 

Lowdown Tanks for Closets 147 to 149 

M 

Manicure Table 106 

Mats (Rubber) for Baths 226 

Mats (Rubber) for Sink Drainboards 164 

Medicine Cabinets, Steel 221,222 

Medicine Cabinets, Wooden 2U to 225 

"Merion" Gas Water Heater 228 

Mirrors for Bathrooms 218 to 220 

Mirrors, Shaving 220 

Mixing Valves for Barbers' Lavatories 98 to lOo 




Page 
Mixing Valves for Baths and Showers 

24,35,36,38,40,44 

Model Kitchen, 157 

Modern Bathrooms , , . .3,4, 5 

"Mogul" Hot Water Boilers 236 

Monel metal Pantry Sinks 172 

"Mueller" Automatic Hot Water Control . . 244 
"Mueller" Water Pressure Regulator 244 

N 



n 



Neversplit" Closet seats 13^ 

Nickel-plated Bathroom Accessories 

208 to 212, 214 to 217 

Nickel-plated Bubbler Heads 190, 193 

Nickel-plated Bubbler Jets 

189,190, 192 to 194 

Nickel-plated Drinking Fountains 193, 194 

Nickel-plated Lavatory Traps 97 

Noiseless "Si-lo" Closet Fixtures 121 

o 

Oak Closet Seats 133, 135 to 137 

Oak High-up Tanks 150 

Oak High-up Tanks (Automatic) 201 

Oak Lowdown Tanks 148 

"One-piece" Closet Fixtures 120 

"Onliwon" Toilet Paper Holders 217 

Opal Glass Shelves for Towels 205,207,208 

Opal Glass Towel Bars 207, 208 

Open-front Closet Seats 133 to 136 

Oval Mirrors 218,219 

Oval Pedestal Lavatories 52, 53, 75 



"P" Traps for Lavatories and Sinks 97, 180 

Pantry Faucets 96, 178 

Pantrv Sinks, Tinned Copper 172 

Paper' (Toilet) Holders 205,206,217 

Pedestal Bidets 107 

Pedestal Drinking Fountains 186 to 190 

Pedestal Lavatories, Barbers' 101, 102 

Pedestal Lavatories, Chinaware 49 to ^Z, 68 

Pedestal Lavatories, Enamelled Iron 

3,4,74,75,82 

Pedestal Urinals 199 

"Peerless" Pneumatic Water Systems. . .242,243 
"Pembroke" Enamelled Iron Baths, for 

Corner 3,4,8, 10tol2 

"Pembroke" Enamelled Iron Baths, for 

Recess 7, 16 

"Pembroke" Enamelled Iron Baths, Wall 

Pattern 9 

Penitentiaries, Closets and Wash-basins 

for Ill to 113, 119 

"Perfect" Folding Bath Seats 226 

Pine High-up Tanks 150 

Pneumatic Water Systems ._ 242, 243 

Popup Drain Fitting for Lavatories 95 

Porcelainware Baths 18, 19 

Porcelain ware Hospital Baths 1 10 

Porcelainware Hospital Sinks 108, 109 

Porcelainware Kitchen Sinks 158 

Porcelainware Slop Sinks 108, 109 

Porcelainware Urinal Stalls 195 to 199 

Portable Fire-box Boilers 237 

Portable Showers 41 

Powers' Temperature Controllers 45 

Prison Closets and Wash basins. .111 to 113, 119 
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'Tullman" Liquid Soap Dispensers 213 

'Tussyfoot" Composition Lowdown Tanks. 149 



Quick-Opening Bath Faucets 27, 28, 32 

Quick-opening Lavatory Faucets 92, 93, 96 

Quick-opening Pantry Faucets 96 

Quick-opening Sink Faucets 176, 178 

R 

Radiators, Steam and Hot Water 238, 239 

Rails, Grab or Hand 204,205,207 

Rain Shower Heads 43 

Range Boilers, Copper and Galvanized . . . , 230 

Range Boilers, Drain Faucet for 177 

Range Boilers, Supply Control for 177 

Range Closets 152 to 155 

Range Lavatories , 82 to 86 

Range Urinals 195 to 199 

Razor Strop Hooks 206, 216 

Receptors (Enamelled Iron) for Showers. . 43 

Recess Bathroom Accessories 204, 205 

Recess Enamelled Iron Baths 7, 13, 16, 17 

'^Recona" Enamelled Iron Baths 13 

'^Recwald" Enamelled Iron Baths 17 

Removable Towel Bars 209 

"Reverso" Closet Bowls 144 

*'Reverso" Closet Fixtures 

4, 116, 123 to 125, 128, 129 

''Richelieu" Closet Bowls 146 

''Richelieu'^ Closet Fixtures 131 

Robe Hooks 205,206,216 

Rods for Shower Curtains 46 

Roof and Floor Drains 231 to 233 

"Koval" Flush X'alves with Closet Fixtures 

' 114 to 119, 128 

"Roval" Mush \'alves witli L'rinal Fixtures 

' 195, 1^7 to 199 

Rubber Mats for Baths 226 

Rubber Mats for Drainboards 164 

^^Rush" Closet Bowls 146 

^'Rush'^ Closet Fixtures 5, 130 
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''S" Traps for Lavatories and Sinks .97, 180, 182 

"Safety" Baby Closet Seats 137 

Sale Conditions and Trade Customs 2 

Sanitary Sewage Disposal Systems 245 

"Sanoid" Covered Medicine Cabinets 223 

Sanoid" Covered Stools and Chairs for 

Bathrooms 227 

Sanoid" Covered Towel Baskets 210 

Scales for Bathrooms 220 

School Closets 119, 128, 140, 141, 145 

School Lavatories 82 to 91 

School Urinals 195 to 199, 203 

Screens for Showers 34, 35, 47 

Scullery Sinks, Galvanized Iron 172 

Seat-action Closet Fixtures 119, 128 

Seats, Bath 226 

Seats, Closet 132 to 137 

Sectional Boilers for Hot Water and 

Steam. , 235, 236 
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Sectional Laundry Tubs (Enamelled Iron),, 170 
Sectional Lavatories (Enamelled Iron). 84 to 89 
Sectional Urinals, Trough (Enamelled Iron) 

202, 203 

Self-closing Faucets for Drinking Fountains 191 
Self-^closing Faucets for Lavatories. . .,92,94, 96 

Self-closing Faucets for Sinks 176 

Self-raising Closet Seats 125, 136 

Septic Tank Automatic Syphons 245 

^"Serwald" Enamelled Iron Baths 17 

"Severn" Enamelled Iron Baths 30 

Sewage Disposal System (Septic Tank) . . . . 245 

Shampoo Fittings , 98 to 105 

Shaving Mirrors 220 

Shelves, Bathroom 205,207, 208 

Shelves, Towel 208 

Shields and Doors for Showers 34, 47 

Shower Batteries for Factories, Institutions, 

Swimming Pools, Etc 41,45 

Shower Curtain Rods 46 

Shower Curtains 46 

Shower Doors and Screens 34, 47 

Shower Fittings 20 to 24, 34 to 47 

Shower Fittings with Baths. . . .3, 4, 7 to 9, 18, 19 

Shower Heads 42, 43 

Shower Mixing Valves 44 

Shower Receptors (Enamelled Iron) 43 

Shower Thermometers 46 

Showers 20 to 24, 34 to 45 

Showers for Factories, Institutions, 

Swimming Pools, Etc 23, 35, 37 to 41, 45 

Showers, Portable 41 

Showers with Enclosures 34 to 36, 47 

Sill Faucets 177 

'*Si-lo" Chinaware Lowdown Tanks 147 

"Si-Io" Noiseless Closet Bowls. 138 

''Si-lo" Noiseless Closet Fixtures 121 

Sink and Laundrj- Tub Combinations, .166, 167 

Sink Hacks, Enamelled Iron 163 

Sink Drainboards 164 

Sink Faucets 176 to 179 

Sink Faucets, Double 178 

Sink Faucets, Quick-opening 176, 178 

Sink Faucets, Self-closing , 176 

Sink Legs (Adjustable) 159 

Sink Traps 180, 182 

Sinks, Adjustable Legs for 159 

Sinks, Bedpan _ 109 

Sinks, Cement 171 

Sinks, Copper (Tinned) 172 

Sinks, Electric Dish-washing 165 

Sinks, Flat Rim 163 

Sinks, (ialvaniied Iron 172 

Sinks, Kitchen 158 to 163 

Sinks, Kitchen, with Drainboard, . . . 159 to 161 

Sinks, Kitchen, with Laundry Tub 166, 167 

Sinks, Laundry ,166 to 171 

Sinks, Mats for , 164 

Sinks, Moncl metal 172 

Sinks, Pantry 172 

Sinks, Scullery 172 

Sinks, Slop 108, K.; 173 to 175 

"Sirdar" Boilers, Hot Water and StC;am,234, 237 

Sirdar" Closet Bowls 142 

Sirdar^' Closet Fixtures 114 to 116, 129 

Sirdar" Portable Smokeless Firebox 

Boilers 237 

"Sirdar" Radiators 238, 239 

"Sirdar" Tank and Laundry Heaters 240 
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Sitz Baths (Enamelled Iron) 31 

Slabs (Floor) for Closet Bowls 151 

Slop Sinks 108, 109, 173 to 175 

Slop Sinks, Faucets for 108, 109, 179 

Slop Sinks for Hospitals. 108, 109 

Smokeless Downdraft Boilers 236 

Soap and Sponge Holders 214 

Soap Holders 204, 206, 211, 212 

Soap (Liquid) Dispensers. 213 

Soil Pipe Connectors ■ 233 

Sponge Holders 205, 214 

Spray Faucets 33, 91, 98 to 105, 178 

"Stack" Gas Water Heaters 229 

Stalls, Urinal 195 to 199 

"Standard" Gas Water Heaters 229 

Standards (Trap) for Slop Sinks 182 

Steam Boilers 234 to 237 

Steamer Closet Fixtures 156 

Steamer Lavatory Fixtures 67 

Steel Baths ^0 

Steel Medicine Cabinets 221, 222 

Steel Storage Tanks 230 

Stools for Bathrooms 227 

Stop and Drain Faucets 177 

Storage Gas Water Heaters 228, 229 

Storage Tanks, Steel ^^^ 230 

Strop Hooks 206, 216 

Supply Pipes for Baths 27 to 29 

Surgeons' Lavatories 107 

"Suspendo" Wall Closet 118, 143 

Swimming Pool Floor Drains 231, 232 

Swinging Towel Bars 210 

Syphonic Action Range and Trough 

Closets 152 to 155 

Syphonic Action Trough Urinals 203 

Syphon Jet Closet Bowls 138 to 144 

Syphon Jet Urinals 199, 200 

Syphons (Automatic) for Septic Tanks 245 



Table for Manicure ■ 106 

Tank Heaters, "Sirdar" 240 

Tanks, Automatic, for Urmals 201 

Tanks, High-up, for Closets 150 

Tanks, Lowdown, for Closets 14/ to 149 

Tanks, Steel Storage 230 

"Teck" Flush Valves for Closet Fixtures. . . 120 
Temperature Controllers for Showers, Etc. . 45 

Thermometers for Showers ^6 

Thermostatic Temperature Controllers 45 

"Tiber" Enamelled Iron Baths 5, 29 

Tie Holders ,^ 210 

Tile-in Bathroom Accessories 204, 205 

Tilting Liquid Soap Dispensers 213 

Tinned Copper Pantry Sinks . . .^^ 172 

Toilet Paper Holders. 205, 206, ^17 

Toothbrush Holders 205, 206, 215 

"Toro" Laundry Heaters 240 

Towel Bars 205, 207, 208 to 210 

Towel Baskets 210 

Towel She.. cs 205,207,208 

Trap Standards for Slop Sinks 182 

Traps, Centrifugal 97, 182 

Traps, "Diamond" Cast Iron Bottle 180 

Traps, Drum "Twentieth Century" 180 

Traps, for Lavatories 97 

Traps for Sinks 180, 182 
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Page 

Traps, Grease -■ ■■ -.■ ■ ■. l^l, 233 

"Triplex" Bath and Shower Combmation . . 2.1 
"Triwald" Enamelled Iron Baths, for 

Recess ^^ 

Trough Closets . }q?' lo? 

Trough Drmkmg Fountains ^1^1, l^^ 

Trough Lavatories (Enamelled Iron) . 87 to yi 

Trough Urinals (Enamelled Iron) 202, 2^)6 

Tubular Shower Heads _^^ 43 

Tumbler and Toothbrush Holders. . .206, 215 

Tumbler Holders ■ -205, 206, 214 

Tumbler, Soap and Toothbrush Holders ... 215 

Tumblers, Chinaware ^06 

"Twentieth Century" Cast Iron Drum 

Traps -^80 

Twin Urinals with Automatic Tanks 199 

u 

Urinal Stalls, Porcelainware, Extended 

Wings .-V ■^^^' ^^ 

Urinal Stalls. Porcelainware, Straight 

Fronts ■ 196,197 

Urinal Stalls, Porcelainware, Twin, with 

Integral Tank 1^^ 

Urinal Stalls, Porcelainware, with Auto- 

maticTank 19.- to 199, 203 

Urinal Stalls, Porcelainware, with Flush 

Valves 195, 19/ to 199 

Urinals, Hanging (Chinaware and 

Enamelled Iron) 200 

Urinals, Pedestal (Chinaware) . . _^. 1^9 

Urinals, Trough (Enamelled Iron) 2U/, /U^ 



V 

Valves, "Royal" Flush, for Closets 

114 to 119, 128 

Valves, "Royal" Flush, for U^'nals^^ ^^_ ^^ ^^^ 

Valves, Shower (Combinations) 

20 to 24, 34 to 40, 45 

Valves, Shower (Mixing) ^\ 

Valves, Shower (Thermostatic) ^5 

Valves, "Teck" Flush, for Closets. ........ 12U 

"Vecto" Heaters (Warm Air Furnaces) .... 241 

Vent Stack Sleeve for Roofs 232 

Victor" Closet Bowls .- ; v, " u x/'i ' i« 

Victor" Closet Fixtures, with Flush Valves 118 

"Victor" Closet Fixtures with Lowdown 

Tanks 5, 126 to 128 

"Victor" Closet Fixtures, with Seat-action 

Tanks ^^'^ 

Vitreous Ware Closet Bowls 138 to 146 

Vitreous Ware Drinking 

Fountains 183 to 186_, 188 

Vitreous Ware Lavatories, Corner. .61, 66, 72, 73 

Vitreous Ware Lavatories, Hanging 

48, 62 to 67, 70 to 73, 99, 100, 106 

Vitreous Ware Lavatories, Leg 

54 to 61, 69, 98, 10/ 

Vitreous Ware Lavatories, Pedestal. 49 to 53, 68 

Vitreous Ware Urinals 200 
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Wall Baths, Enamelled Iron 9 

Wall Carriers for Lavatories 62 

Wall Closets, Bowls only 143 

Wall Closets, with Flush Valves 118 

Wall Fittings for Baths 25, 26 

Wall Fittings for Showers 20 to 24, 104, 105 

Wall Fountains (See Drinking Fountains) 

183 to 186, 190 to 194 

Wall Pattern Enamelled Iron Baths 9 

Wall Radiators 238 

Warm Air Furnaces 241 

Wash Tub Faucets 1 79 

Water Boilers, Round 234 to 236 

Water Boilers, Sectional 235, 236 

Water Boilers, Smokeless Downdraft 236 

Water Coolers for Drinking Fountains 187 
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Page 

Water Heater and Garbage Burner 237 

Water Heater, Gas - 228, 229 

Water Pressure Regulator (Mueller's) 244 

Water Supply Systems (Pneumatic) . . . .242, 243 

"Whale-bone-ite" Closet Seats 134 

White Duck Curtains for Showers '. . 46 

White Enamelled Closet Seats 132 

White Pyralin Closet Seats 132, 133 

White Pyralin Towel Bars 205, 207 

"Wilks" Garbage Burner and Water Heater 237 

Window Radiators . , 239 

Wood Strip Closet Seats 137 

Y ■ ■ 

Yachts, Closet Fixtures for 156 

Yachts, Lavatories for 67 

''York*' Laundry Heaters 240 
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